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Gateway or Getaway 


It is only a case of transposition of vowels but it 
spells the difference between profit and loss. Gate- 
way or Getaway? It is a matter for the considera 
tion of every plumber and steamfitter who owns a 
store from which he conducts his business. 

Analyze that store-ftront of vours. Leave yout 
chair, walk through the store and out and away a 
half-a-block. Walk back on the other side of the 
street. Now look at your store-tront. What ts it? 
A Gateway to Business or an Incentive to Getaway ? 
If the former, you can credit to its influence a share 
in the causes of your success. It the latter, you 
have discovered a distinct source of weakness in 
vour business, which should be dealt with immedi 
ately. 

The store-tront is not the whole thing by any 
means. Its attractive appearance will not atone tor 
neglect of business, scamping work, second-hand 
goods, or other unpardonable sins. It 1s, however, 


one of the factors that must be taken account of. 


Sometimes aman attempts to place the credit tor 
his success on his acquaintance in town, his adver 
tising, his policy, his choice of material or his loca 
tion. Success 1s due to no one of these. It is due 
to all of them. The measure of success achieved 1s 
proportionate to their unison in his working scheme. 

The biggest things in life and nature are only 
little things put together, and the falling away of 
the first smallest grain of sand is the commence- 
ment of the ultimate entire disintegration of the 
highest mountain. 

Every element must be studied that may influ 
ence those with whom you hope to do business to 
remember your location and your ability to supply 


their requirements. 


\Ve are governed by appearances to a great ex- 
teut. If we see a man sitting in a chair with both 
eyes shut, our first impression is that he is asleep. 
[fe may be wide-awake and only endeavoring to 
concentrate his thinking by excluding from his or- 
gans of sight outside disturbing objects and cond1 


} 


tions. bor the most part, however, a man with his 
Cyes shut is considered asleep. 

A store-front which lacks personality or get-up 
is Classed ‘‘asleep” by the regular or transient pas- 


serby. [! vou want to prove this torcetully, pick out 


a street-block with whose business-places vou count 
voursell reasonably famualias Now tell out the 
names and businesses of each place on the bloc 
There will be gaps and halting-places in your mem 
Orv. They are caused im ereatest devree Hy store 


eemed TO 


lronts that have had their eves shut 
Thev only produced the impression of 


somnolence. (One of these is a prarriit and papel 


' 


be asleep. 
hanging store perhaps. You look for it as one of 


the gaps next time vou pass. Windows dirty 


stock carelessly assorted—-objects in confusion, 
and dirtv--might be a junk shop—such is) vour 
rapid inventory and you know now why vou did 


not remember. 

lf anvbody had asked you prior to the test who 
was the nearest paperhanger, vou would have calle 
to memory instantly Thompson's brillantly-lehted 
store-window and its weekly display teatures, se) 


eral blocks awav. Your memory im su h case would 


probably have meant a profitable sale and a steae 
customer to Lhompson 

The shop near by, that was asleep, had no place 
in your memory and yet its owner had you counted 
up as a possible customer and‘booster in his bust- 


ness-dreams. 


The man who possesses a store-window and does 
not use it to the limit in enlarging his business op 
portunities, Is mn exactly the same position as a man 
who would take six men out to a job and work 
five of them to death while the sixth slept in the 
bottom of the wagon. 

\ window in a store is primarily intended 
the admission of light. If it is not kept clean, 1 
hiehting efficiency is diminished. Lmplovees wi 
turn on lights sooner in the evening and turn them 
out later on winter mornings. In studying up over 
head expenses, look at vour window to see if it has 


contributed to their sum in this manner 
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re-window is made larger than would be The best goods behind oTrimy glass are gagged 
necessal tor residential purposes so that it may in their selling appeal. 
be used to display or advertise the business of the lhe cleanest windows revealing badly-kept goods 
company owning it emphasize their filthiness. 


Clean windows with a stock display that is never 


lhe best companics and firms in all trades use changed trom vear to year, the arrangement being 
their stere-windows for this purpose continually. ever the same, do not begin to earn the profit thai 
(hey make every inch of wall or glass surface they should come from their cleanliness. 


» the business. Successful use of store-window space demands 
evlect of such evident good practice must mean a clean window, clean wares of pleasing quality, 
| o the plumber and = steamfitter who coun and attractive display. With these, your windows 
tenances if will mean Gateway—not Getaway. 


| — ‘ = 
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Report of Interesting Heating Tests 


Records of Tests Made from Dec. 9, 1911, to Jan. 23, 1912, Reported by Jas. A. Donnelly, 
(Chairman of the Committee on Tests, at the Recent Convention of the American 
Society of Heating and Ventilating Engineers, Held in New York City 


tests the Committee has directed its attention radiator When this vent was blown, the water of con- 
Live eeneral suprect of} the removal (>] ‘ir tron t hie 1] densation would usually AVCTAYVC about 204 deg. with 

steam radiator: temperature at the steam inlet of 217 deg., and a 

is work was divided into three parts rst, to as room temperature of about 65 deg. The following table 
rtain, 1 possible, the efficiency of a steam radiator with gives a record of a run with complete air-removal. 
mplete air-removal; second, the comparative efficiency RECORD OF TEST MADE—JANUARY 13, 1912. 

! rvinyg ir-removal: third. the percentage of air ‘Peerless’ hot-water radiator, 4 sections, 38 in. high contain- 

oi ' 4 ing 20 sq. ft. of radiation with 2 sq. ft. added for pipe connec- 

Whieil is Ooptamed im ordmary practice tions. The radiator was filled with water in order to obtain 


> | 


vater radiator was used in the test to tind the complete air-removal; the pet-cock on the return end was left 


racked open and occasionally blown 








ieoncy Ot a radiator with complete air-removal lt wa- Pressure 
ae 7 th adnan. Bit 1 t] i (Yon- (mer- 
Tada a5 SHOWN IM the Glapran, iz. 1., and the radi Time Steam hieturn Wate! Room, densation cury) 
itor was tilled with water through the tilling plug on the Dex Deg Dew Deg. Ib. OZ in 
inlet water is the - lo SO at Psa 216 215 204 HOLD 3.3 
le lhe water was then drawn suthciently \ tha o-te 516 aE 197 5 615 ; : 2" 
steam could be blown across the top connection and out 10:20) 216.5 216 17 H2 l “ 3.7% 
1:30 220 244 200 62.5 3. 5.5 
the pet-cor k, thus presumably emptying the small 10-40 224) 214 any 63 1 » 95 55 
if ? . Tc¢5T) { | ‘ - { ) ' nee P til], <¥ » , 10 AO ~1u 21S 14s H3.0 ] l 5 
at the toy f each section of air, and tilling them 1-00 319 mag 199 64.5 > 96 
vith steam Phe water was then drawn off at the bottom 11:10 214.5 ag at) Hd 1.75 4 
11:20 P15 214.5 196.5 65 l 1.25 3.0 
11:30 220 214 22 66 | 3.75 6 
11:40 220.0 220) 200.0 HH.» l 2.20 5.9 
Llc 249.3 21% 200 HOD l 2.5 5.2 
beso “1S 21% Z0S 67 ] Z 4.2 
12:10 21S 21S POS LD 67 ’ ] ? 4.9 
12:26 1905 219 20% 67.5 ! 2 5.3 
——\ - 12°30 AIS 214.23 Ob hs l ] 4.7 
r 12:40 21 21% 200.0 bs | 2.25 4.7 
12:50 Ab, »1S 207 He. l 1.25 4.9 
ae hermomerer 1 iy 2 D() % 14 POG 4 ] 3 55 
C Pet Cocks 
M Manometer 1994151 $156 S8S71.5 1242 3)20 6.5 19)89.7 
> Gauge Class , caaaie 
218.5 217.7 203. H5.4 h 12.8 4.7 
I 6640.16 201.82 
( 961.5 + 14.7 = 976.2 » 6.8 1.972 
uf 29 153 
In ascertaining the comparative efficiency of radiators 
ee | with varying air-removal, the hot-water radiator was 


filled as before and then a certain percentage of the 
water was removed. This was presumed to leave a cor- 


' :, - responding amount of air in the top of the radiator. When 
the radiator and steam allowed to follow, so that the > 
oy . ; the filling plug and vents were closed, the steam was 
adiator was tilled with steam which was free from air | é ;' : 
_ ' turned on and the radiator drained to the water-line in 
.tter the radiator was thoroughly heated and normal con- se , , pie ; 
- : » gage-elass lhe radiator was given sufficient time 
ditions established, records of the inlet temperature and the ' mah ) e 4] 
as before t rach its al condition, by reason of the 
Tire sslTe¢. Teco T¢ Thiypre rature. temperature at the return cy? el Herore t ) T¢ i¢ h it nora 4 | dl h 
“ : , ating 1 the ‘cords le pressure, 
thre radwator and tine temperature ad the water of con tit and ron heating up, when recor or tne | 
lensation were taken femperature, ete., were kept for a run of three or tour 


vas found that the maximum temperature of the hours 


vater of condensation could not be maintained unless air In this way the efficiency of radiators under these con- 


. | 


ind steam were continuously blown at the return of the ditions was obtained and plotted as shown on the dia- 
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Percent of Air in Radiator seat om Bdcaveanee 
Temperature Chart. Fig. 2 
Phe bottle “B™ was tiled with an amount of water which serve to show the comparative ethcrency of the radiat 
represented the capacity of the radiator and the piping at any percentage Of air-removal 
trom the inlet valve to the water line in the vavge-glass These tests have not been of sufficient number, nor ri 
Steam was turned on the radiator and the air allowed under sutticiently accurate conditions, to warrant rh 
fo escape through the automatic air valve “A.” The de definite conclusions The source from which the stear 
livery or the water from the bottle Was kept at or slightly was derived was such that it seemed to have msice 
above the water line in the bottle, until the air valve able air in it, and the amount of air seemed to vary at : 
closed, when the delivery pipe was kept exactly at the different times The condensation returns ot the build 
water line so that the air in the bottle would be at at ing are not used for boiler feed, due to the fear of o1! 
mo-spherie pressure. ‘Thi- necessitates the use OF CITY Walef, and at 4 ther 
It i+ VY no means certaim that this method ot testing practice to use considerable kerosene oil, in order to kee] 
the AIT removal 1s very reliable, as the air Is no doubt the boilers clean and tree trom scale 
more or less heated by contact with the steam and is The radiator was located near a window, trom whi 
also increased in volume by having its humidity raised, the leakage varied somewhat in accordance with the out 
probably to the point of saturation. The amount of air side wind and weather conditions. The pressure of the 
removed, also gases trom kerosene oil, varied somewhat steam was regulated by a back pressure valve and yaried 
in ccordance with the manner in which the last loop OT in proportion tO the service load (>t eley ators and heoht 
the radiator heated lt the circulation was up the side Tests such as these should be run with steam made trom a 
opposite the air valve, the removal was somewhat higher boiler feed of distilled water, in order that th tean 
then it it went up the air-valve side. It seemed usually to may be free from air, and also from other gases due te 
vo up the side on whach the air-valve was placed, due the mineral or vegetable matter or oil in the botler-feed 
probably to the slight current of air created up that sid: The testing apparatus 1s now arranged so that air may bi 
of the loop by reason of the air valve discharge. injected into the radiator in known quantities, in order 
So far as these tests were carried they seemed to in to test the efficiency of thermostatic devices in remo 
dicate a removal of from 90 to 95 per cent of air, though Ing it 
this is in all probability somewhat greater than the nor. It seems reasonable to presume that a close study 
mal air-removal this subiect might increase the general etticiency of rad 
Some observations were made upon two other methods tion, and perhaps especially of hot blast radiation, whi 
of checkine air-removal: one by observing the temperature has been notoriously bad in the past. This might result 
of the water of condensation from the radiator and com in a considerable saving, especially where very high tem 
paring it with the temperature obtained from tests with perature are required by the use of exhaust steam un 
: ‘ 
Known percentages of air removal, in the case ot the hot nomiMar pressure. 
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XXIII. had one give out in any way, and there is not an old 


plumber who reads these lines that will not have to agree 
‘ERRULES, SOLDER NIPPLES AND LEAD PIPE that he has done the same 
JOINTS. Wherein lies the objection, then, to this form of ferrule? 


The ease with which it can be spoiled by a careless work- 


oo 


lhe connecting of pipes of like materials to each othe man, and the thinness of the lead in the ferrules sent out 

pipe t different materials has received considera by some manufacturers. If in pouring a joint the lead 1s 

Je attention from plumbing codes, and, by the large, most too hot, or is poured all in one place against the ferrule, 

the requirements are good. Brass and copper pipes are inprotected by paper, there 1s a lability of burning a hole 

enerally classed as wrought pipes, and required to be through the lead, thereby destroying the usefulness of the 

yy means of screw-threads. Lead pipes, on the ferrule. If the joint is safely poured, there is still danger 

ther hand, are required < be connected together by of a careless workman spoiling the ferrule by cutting a 
eans of wiped solder joints, while connections of lead ring around it with his calking-tools 

pe to hub and spigot cast-iron soil-pipe, and to wrought These are not inherent defects of the ferrule, bear in 


iron. brass opper or steel soil-pipe are required to be mind, but carelessness or lack of skill of the workman; and 
le, respectively, by means of ferrules and solder nipples, the question then is, should a fitting or device, itself sant- 
ind wiped solder joints. In the requiring of wiped solder tary and sound, be condemned because of the remote pos- 
joints, the intention is to prevent skimping of work by sibilities of a workman damaging it? That would seem 
naking copper bit points, as might be done in the absence like a wrong policy to give unqualified consent to in any 
such a provision fhe term “wiped” solder joint we citv where we have a plumbing code and inspectors. Ifa 


ume could not, and would not, be invoked to prevent the ferrule were damaged in any way, an examination would 


e of mold or machine-made joints, which use fully as quickly disclose the damage, and the inspector could order 
uch soldet viped joints, and are fully as good in all it removed. If it were sound and tight, and otherwise 
respects. The use of joint-wiping machines has not come satisfactory, it would seem wrong to prohibit it because 
nto veneral practice at the present time, and might never: it can be damaged by a careless workman. There is hardly 
till, nobody knows what the future holds in store, and 1 a material entering into the construction of plumbing in- 
rising generations of plumbers adopt the joint-wiping ma stallations that cannot be damaged in the handling, and if 
hine in preference to manual dexterity, then such joints this principle were to apply, there is no telling where it 
wht surely to be permitted would end 

The requirement + pecial solder nipple ot specified There 1s no doubt but that in the past many combination 
sizes and weights, or brass pipe of certain thickness when ferrules have failed because the lead was so thin it crys- 
ised as a solder nipple, is certainly a good proeision which talized, particularly at the shoulder where the iron rein- 
rht to be in every code. It 1s absolutely impossible to rorcing ferrule joins the lead. This defect of manufacture 
connect lead pipe to iron pipe, that 1s, screw pipe, OF any “ould easily be overcome by requiring a certain thickness 
ind, without the use of a threaded brass or copper mipple of lead at this point, a greater thickness in fact than at 
me kind, and a soldered joint, and if this nipple 1s other parts of the ferrule. The right thing, then, 1s not to 
strong enough and heavy enough tor the Purpose de prohibit the use of these ferrules entirely, but restrict their 
signed, all the good expected of this part of the code wall use to those places where they are suitable, then insist that 
re negatived the fittings conform to certain standards of size, weight, 
When we come to the ferrule for connecting lead pipe thickness and materials. This would help the thrifty to 
to cast-iron hub-and-spigot soil-pipe, there are two distinct own a home, by keeping down the cost of plumbing, and 
kinds or types to be considered. These are the combina- as the lead is phable, the ferrules would help take up the 
tion iron and lead ferrule, and the cast or drawn-brass fer shrinkage of the joists in the frame buildings where they 
rules would be used; while at the same time rigid inspection 
Nobody, so far as the writer knows, has any criticism would insure that no burned, cut or otherwise detective 

or or objection to the tull weight. full size. brass teérrule fittines were allowed to remain in 
The only ferrule under the ban 1s the combination lead and The New Orleans code prohibits combination terrules. 
ron fterrul Whether the sweeping condemnation and tere it is: “All connections of lead soil, waste and vent 
prohibition of this type of ferrule is warranted or justified, pipes shall be made by means of wiped joints. All con- 
Is an open question to say the least. There 1s no doubt nections of lead with cast-iron pipe shall be made with 
these are not so good as brass ferrules, and for sky- heavy red brass drawn or cast ferrules of the same size as 
scraper work and other massive installations it would be the lead pipe, put in the hub of the branch fitting, and 
well, perhaps, to prohibit them. In residence work, on the calked with lead. The lead pipe shall be attached to the 
other hand, they could be used with satety, as 1s evidenced ferrule by means of a solder wiped Joint. No combination 
by the many millions of them already in use. The writer bends or ferrules are allowed. The connection of lead 


- put in hundreds of them. never had one leak, never with wrought-iron pipe shall be made by means of a solder 
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nipple, screwed into the wrought pipe, and soldered with a 
viped joint to the lead pipe. No solder unions shall be 
ised except between the traps and fixtures, and no unions 
-hall be used on screw pipe. 


“Brass ferrules shall not be less than the following 


engths and weights: 


d-an. ferrules.......... i in. long....... .... a-lb 
-in. ferrules......... H'4 in. long , ee ee 1 M-lb 
t-in. ferrules....... ...4% in. long .1%-\lb 


In Minneapolis 

“Lead pipes on the sewer side of all fixture traps shal! 
be joined by wiped joints. Connections of lead pipe with 
those of iron and steel shall be made with brass terrules, 
brass solder nipples, or brass solder unions with ground 
seats, of a size not less than that of the lead pipe, with 
properly wiped joints and calked or screwed into the iron 
pipe. 

“Provided, however, that no slip-joints or washers shal! 
be used on vent connections.” 

San Francisco mixed the whole thing up like a scrambled 
egg, in one involved sentence, loose in the extreme. The 
code provides: 

“All connections of lead pipe with either cast-iron o1 
wrought-iron pipe must be made with brass ferrules of the 
same size as the receiving opening and be connected to 
same with a wiped joint, and be properly calked with 
oakum and molten lead.” 

New York does not prohibit the combination terrule and 
require brass ones in its code, but enforces that rule in 
practice. What it says on the subject 1s: “Brass terrules 
must be best quality, bell-shaped, extra-heavy cast-brass, 
not less than 4 in. long and 21%, 3% and 4% 1n. 1n diameter, 


and not less than the following weights 


Diameters Weights 
inches. lb OZ. 
214 rer | , ) eres 1 () 
Zl, 4 12 


One and one-half inch ferrules are not permitted 
Soldering nipples must be heavy cast-brass or of brass 
pipe, iron pipe sizes. When cast, they must not be less 
than the following weights: 
Diameters Weights 
inches. Ib. OZ. 
, PROV TT TT eT ee ese ed 0 ~ 


ek ocd os aa ot ee ee eee 6 
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OHIO NOTES. 


Zanesville, O.—The Rockel Plumbing & Electrical Co 
has filed papers with the secretary of state changing its 
name to the Rockel Co. 

Columbus, O.—Representatives from 45 privately-owned 
water-works systems of Ohio met recently and organized 
the Ohio Waterworks Association. C. W. Wiles, of Dela- 
ware, was elected president; W. H. Sharp, of Columbus, 
vice-president, and F. C. Jeanot, of Marysville, secretary- 
treasurer. Mr. Sharp represented the Ashtabula Water 
Supply Co. and Mr. Jeanot the Marysville Light & Water 
Co 

Springfield, O.—An addition to the plumbing forces in 
Springfield is the Bakhaus Plumbing Co., composed of 
Mrs. M. P. Bakhaus and her two sons, William and Eu 
gene. The new establishment is located at 707-711 Pearl 
St. Wm. Bakhaus has had over 20 years’ experience, and 
has worked as foreman in several of the best shops in 
the country. In 1899 he had charge of the plumbing in 
the wovernment hospital in Havana, Cuba. 
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THE MASTER HAND. 


By William Robert Marshall. 


: | 


He was a little man with a trightened, hunts 
Tae 2) ' ] ey 1] . } ’ | 
dence stuck Out all ovel him the very manner in w ihe 


closed the door of the plumbing and hardware store afte 


him was an apology for entering His timid) quet DD 
you keep trowels’” disappointed me; | rather thought he 
meant to say, “Please excuse my presumption in. enter 

your establishment, but do vou by any manne t chanes 


] . 1 ‘ 
KCC) troweis tor saie here 


_ — a 2 or Red, cml 
Even the clerk S Prt Yes. Sir, Tigh ris Wav. pparernetis 
“se % , 
didn t produce ANN spontaneous activit 11) 11110) 
contrar' h ippeared to | 1 1)] init | rel oat it} 
aT\ ile pyre { { l ¢ ( CiisadpPpPOomitec, Ltid] l Val Viti 
i 9 eae he 7 1 17 ' 1 } 
an avygravating air or ennu Lhe’ STOOW EN OLLOW ed Tne cre 


| 
the S10 W 


When he beheld a large show 7 terall 


f 


" ] os : | 1 ‘ , 
troweils, big trowels, ttle (frowels. One [roweils. short 
} _ , } ‘ ‘ 
eis, wide troweis, narrow troweils, MWavVV trowelils hoht tre 
») ] roy ] | { ' | | ] 
eis and troweis and more trOoOwWwe!IS, NEC aNnearecd ca: | mit 
clerk's “About what size. sit nly broweht forth. et 
- *3 
see that one, Pome Dis Tinger te one mn the 
| 1 , ; 1 P 
then began the prettiest and hardest attempt to effect 
, , 
| ever had the PiICASUrE tO Wwitnes | 4) myinite 
> ] ' 1] ] 4 | } ] ] é ] 
LITC le Mian h LPChiea., hie Med, padlanced, WiISter Het 
ressed every trowe in that case the case was empty 


the top was covered. 


In the intervals that thie clerk excised hirnsel4 


other customers, the little man all but tasted them | 
lec : } ° a 1 | 4 - | ; 
S¢ ectin,? | IT e¢ Willcd) SCC IIE 1«) Lilt 11192) herrey threat iT?) 
the others, he settled down te an all dav job of not mal 
any mistake in buvine the right one 
ne Ee a oe mT be cler! 
i SUL e StLIONS, talking Pomts and PallCcnee Line iCTK 


sessed had been exhausted and he stood on the othe 


of the case, like a sphinx, awaiting the judement day. ] 
| was tired out from watchine the battle and trvine to fleur 
the proper odds On} the chances of al sale. when the (| 
was briskly opened, energetically slammed shut, and the 


proprietor was on the job 


My tugitive glances over his shoulder during our pret 
nary conversation apparently attracted his attention to the 
little man, whom he watched out of the corner of his eve 
for about five minuets. Then, seeming to catch the signa 
of distress from his clerk’s pleading eyes, he said: “Pleas: 
excuse me a moment.” Stepping briskly to the little man 


side, he said: “How do you do, sir? Picking out a trowel 


and, extending his hand for the trowel the little man had 


been fondling for the past five minutes, he took it gent! 
from him and bending it backward and forwards to prov 
its temper he said: “You certainly picked out the best om 


made. One dollar and twenty-five cents, please; it’s full 


garanteed and if it is not the best trowel you ever spread 


mortar with, bring it back and get your money.” 


While he was wrapping it up, the litthe man with a than! 
you-sir, much-obliged-sir, expression, was digging for the 
$1.25. The exchange being made, the proprietor walked 1 
the door with his hand on the little man’s shoulder, opene: 
the door, said, “Thank vou, sir, come in again.” And whet 
he came back. I took off my hat, for [ recognized it—the 
Master-hand 


++ oe 


Circumstances Alter Cases. 


“Why. Tommy.” exclaimed the Sunday school teachet 
“don’t you say your prayer every night before you ge 
bed ?”’ 


Not any more,” replied Tommy; “I ustet 
in a folding bed, though.”’—Philadelphia Recora 
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The Temporary City Hall of San Francisco 


An Interesting Roughing-In Account by Frank J. Klimm 


Pew“ ricelt 1 tes I Ost iportant structure in our 
t+ ‘ . . . ] ” : ] . - oa, 
Wi (Moubties ntere-t yvour reader- lhe temporary 
(ity Hall covet a lot 2OO x 275 tt.. and 1s seven stories 
‘ ‘ ' ‘ ‘ ; r i | , 
nd pbascinent it Is einy uit as a rst-class hotel, and 
| i ‘ ; ’ | gf ~ ¢ : iz a1] } " - " 
yf I pit’ te] ] i | 436 KTUTCs } Wii rt eased 
tne city md county ot San lrancitsco a- i temporary 

’ 
' I | ie CT) three vears, at a monthly rental 
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implex tlushinge-valves:; Delaware porcelain drinking 


fountains: Hanover slop-sinks, Eclipso urinals and Knick 


rbocker bath-tubs. the three latter fixtures being of 1m 
perial porcelain VT] the xtures are the products of the 
1 TL. Mott Iron Work Yew York 

Some special features of the construction to be noted 
re that the building arranged in three wings, so that 


an either be used as one hotel in its entirety, of sub 


led into three separate buildings, each having its own 


| 


separate hot and cold water services, gas, and separate 
plumbing throughout. Each wing has two 2,500-val. tank: 
on the roof, supplying each wing separately, with its own 
5-1n and » in. hose ree] line for ire protection purpose 

The water is pumped by a double system ot both steam 


| 


and electric pumps from the surge-tank in the basement 


to the root-tank, and 1s regulated by means of pressur 








* 2+. Ove 








I ¢ oulate _ and trom thie root-tank I oOTravitatt: 1) ‘4 1 hy 
tlows to the third floor The Spring Valley pressure, 
through means of direct services connected with the matns. 


supplies the tixtures in the basement, first, second and 
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Fig. 4. 


third floors, but it 1s arranged so that all fixtures can be 
instantly supplied from the root-tank 

The plumbing job 1s a galvanized-iron Durham system 
throughout, using 958 ft. of 6-in. pipe; 1,124 ft. 5-1n. pipe 
6,056 ft. 4-in. pipe; 3,359 ft. 3-in. pipe; 3,406 ft. 2% 2-1n 
pipe; 13,968 ft. 2-in. pipe, and 31,895 ft. of smaller sizes of 
pIDE 

There are two sets of plans for the building, one tor the 


temporary City Hall and the other for the hotel building 
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which made it a very dithcult job to handle \ll tixtures Plumbing Inspector, which two positions are anvway 
are so roughed-in for the hotel-building that when the should be closely related to each othe: | hold 
city turns over the building to the owners, all that will be plumber’s certiticate 
’ ° 7 } ™ } 
necessary to do will be to cut the holes through the We have here in Cebu tive maste miber ‘ \ ! 
Iicans, two kilipinos and one Chinaman | 
_ : assed the required master plumber’s exats 
qoes Not sav mut h as the exXamimation-s is Maral ely 
i loht \\ have Tht) heatil i) probe 1)- | . ! as 
~~ 7 ; ; ; 
: nstatlations to ftreure mm. but on the othe: | think, 
<7 | by having men do plumbing work A | st 
* mainly ot house-drainage and water-installat 
technical knowledge of thr ime but with nm iota 
7 rics thre tik ’ ' \ i: j = (7 THe 7 
“pe EOT. who 11) Hlleos! Cas@€sS Ce€ases = ay 11) 
hecomes the Ins tructo 
preerarper . si ii fhere has been complete aL . ut v ft 
= . 1 1 
4 turned over t thie vy the new WV VOTK 
- nearly S250.000. and the H in » ta 
{ Ww t 1) thre ) } é if > 
; 
rie te i S150 000 ' 
—— 
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HOW A MINNEAPOLIS PLUMBER GAINED A 
7 CUSTOMER WITHOUT KNOWING IT 
Fig. ) ' 
ist winter Al hea t 
ft 
hoors which have been marked where thie outlets wai strenuous blizzard “ ‘ y | , b 
be tound, to set all xtures without anv further work ol ind numerous calls for. thi timber . 
roughing-in, with the exception of a tew cases apparatus Plumbers a _— | : 
bigs, 1 to 6 LV the re acl roa eood idea ot the ¢ volution lhe Iho rs ak ool keep 11) the tea ad > 
of this building Into service, and one plumb ' 7 
The architects are Vright, Rushforth & Cahill, 571 particularly birsy \ ' tomers w ; 
erinarian who maintains a large hospital tor dun Z 
; —_— and he was among thi r=t to lla plumber Hy F. 
| door to the Vet's hospita aackage-deliver K 
Zf 4 very simula nm size and mst tion to the Vi 
7 xe —_ eer 
Hel ny made (>| white Drict iti Dory havine Woe 
' wavs in the center of the front Brown dispatched 4 
Wad ind lurnaces to thie Vets thre man came hack 1 thie 
shop tor a quantity of pipe and fittings and let 
Vet’s again, and Brown was highly pleased with himsel 1 
to think that his friend the Vet was being pre 
(>) In hh ple Sant trams | mind he pa ed t | 
at homie envrossed in a stew lnc amie mictior ‘ 
pinochle and the next moraing tound him at his d 
as cheerful lark. When the phone rang he answe 
lt was the Vet, who wanted to know “Why in 
couldnt vet plumber.’ Brown swot ry all t 
eood ind holy that (tie of his plumb. re had put , thi 
’ : . sid | whole of the day previot on the job an ' 
still at vor] The Vet tol x en that f 
Fig. 6 o Brown hopped on a street car anda fi in 
strode into the Vet oftice with blood au ( 
Cahitornmia St. James Ottis is the trustee lhe building accompanied by the Vet e proceed 
represents an entire investment or $1,500,000. The plumb for the ma ith the race Ipstat dow1 
ing contract 1s S78,400 there and evervwhere, but no plumber was to 
<> nor was there anv evidence that there had beet e there 
. < 1 -_ 4 : } ‘ + hy " 
SANITARY PROGRESS IN THE PHILIPPINE a ae woe ee ee 
ISLANDS. plumilye rs rurnace and, like a nound oO! Liye tral 
lowed the scent to the dividing wall between 
_ - buildings and found upon entering the package dep 
We take pleasure in presenting to our readers. the his plumber was right there hard at worl Te 
following letter from William G. Pauly, Chiet Sanitary taken the buildings. taken the wrone one and 
Inspector and Plumbing Inspector of Cebu, P. | 4 stire-enougl freeze up, ind 1 transte 
Fditor “Domestic Eneineeringe. —I have just received been looking for a plumber tor several d ed 
yours ot November Sra, and am exceedingly SOrrY not to Iipon this particular One “} ‘ oVvit tron 
have received it sooner to be able to help swell your page- though he kne that he was in the wrot | 
if your December edition. tale sho 0 Rrown vot mixed and als t 
Besides heing (heft Sanitary Inspector Am also ynen e thought he had but one rT n b ht! 6 








The Old Man’s Advice 


Timely Thoughts and Some Proverbs—All for the Betterment of Men—Particularly 
Men in Business 


By Harry Gale Nye 


lhe young man of today should emulate Lincoln—Lin 
ly , 1. | las lew , +} - : , 7. | 
1] ( t’] (i1qi Dhls GULLY mk Lie present, Ewer raced tive 
litre vitn onhdence high oft neart and dauntiess of 
iT Ke] bv hatred, un-naken ny scorn, ne worked 
. , 
it) ive r the peop kvery young man can in his: 
‘ 7 s | 
| n did in his Hie can live 
| 
| > 
i travel ( Derigoy mtetiiee ‘ itt ire 
| ‘ 
ZZ tive n bor lance if rst and cor 
| 7 + ‘4 
ihe were sent into the worid especiatiy to 
+1 ' — — —— or | 
iif¢ -_ \ AlLIG] Lift | ropi t Tt. \ they Trio ‘) der 
‘ Tr? ¢ tte ? qt rT ¢ rdaers 
1 
ge admit the patien I 
} 4 4°? } i nal } ant ] ’ ? 7 
( Ii ~ il¢ lintaliimmne: f J 
t , 
erhaps 4 CON re ze what he did tor you 
| *? > . 1? 
t rf ( Care ite nan neve IX ¢ 
; , , 1, | ‘ +}, 7 ] 
{ ] i \ 1 | iif Wii t¢ j Lifts A l¢ tiie rif yf 
| | 
I Tike { ‘ The ‘ ~ 
| | | 
; ! i sli LpofT | ACCp 1] 1} ~ ’ i { that 
7 ] 
Tt cicstia re Onscience 
| } 
1 my 7 1t¢ } (*1} TAK « t TOOTLTOOW!’ | t id} { 
| se \ | ‘ a ? , ] ] ° t 
Marl Wain in \ Double-Barreled Detective Story 
l his e wa eve invthing wrone when any 
, 
pcre 1 KITNY 
~ " + ; ++ , , ‘’ awl -] ] 747 +, 1] 
( >] ( CTMpta if dais CaooTyye ) Wie Wilt) WOTK, radi Lil 
emptations attack the idl Mora Keep busy at some- 
: | 
thin Kmount to something Do something right kven 
, 1 4 1 1 : 1 
a DUuUsITIE s house he uid nave a cioset or two in 1. DUT II 


should see to it that there are no more skeletons than 
can possibly be avoided in the few closets it has 

(george Horace Lorimer, the editor of the “Saturday 
Kvening Post,” says “The man who warns you that 


‘* 


time is money usually means his time and your money 
It is bad to have an empty purse, but it 1s much worse 
for your fellow man to have an empty conscience, and an 


empty heart. 


Never be revengeful. It is more harmful to you than 
to the man upon whom you would be revenged Re 
member the words of Charles Wagner who said: “In 


the very depths of yourself is a grave. Let it be like 
some forgotten spot to which no paths lead; and there, 
in the eternal silence, bury the wrongs that you have 
suffered.” 

The tired business man should spend little of his time 
upon the things that vex and anger him and much of his 
time upon the things that bring him quietness and con 
fidence and good cheer It the thing at hand causes 
worry, turn aside from it for the time being and do some- 
thing else. Get your mind in the proper mood and then 
do the hard thing that a while ago bothered you 

George Ade says, a faint heart has saved many a fair 
lady; also, a faint heart has saved many a man from doing 
the wrong thing, and the man who has been honest be 
cause he has been afraid to be dishonest should not take 
too much credit tor being so. Gentleness very frequently 
accomplishes much more than fore 

It is ever so much easier to be an optimist than it 1s 
to he a pessimist and the result makes men happy along 
with yourself 

There 1s an old Chinese proverb that Says “The gods 
cannot help a man that loses opportunity.” What the 


i 


modern man needs is a foresight to know opportunity when 
he sees it. 

No one is living right unless he lives so that whoever 
meets him goes away more contident and joyous tor the 
contact 

The best remedy for conceit is to think of all the things 
you dont know 

The man who has learned not to worry has learned half 
the battle already. An oid Chinese philosopher says 
‘The legs of the stork are long; the legs of a duck are 


} 


short; you cannot make the legs of a stork short, neither 


an you make the legs of a duck long. Why worry?” 

The best medicine in the world is a cheerful heart 

folks really are not bad, and generally they turn out 

, be better than we thought they would before we knew 
their whys and wherefores 

(reeds are all right in their way, and most people have 
a creed. Some creeds are long and some are short; but 
the only creed that amounts to anything after all is the 
simple two-word creed: “Do right.” 

Our friend, William Dick Nesbit says “Uncle Baill 
says a man doesn’t use his education till he cuts his hair, 
and forgets his class yell.” 

There is no joy like that of the service of love, so ab- 
sorbing that one becomes unconscious of self. 

The old Turkish proverb 1s a good one: “Two ears to 
me tongue, therefore hear twice as much as you speak.” 

“Let’s not despise just common things, 

lor here’s a truth there 1s no dodging: 
The bird that soars on powdered wings 
(Comes down to earth for board and lodging.” 

It was intended in the beginning that every man should 
be useful, not necessarily according to his desires, but 
according to his powers. 

The true worth of a man should be measured by the 
ambitions he has, the objects he pursues, the life he lives 
in the community where he is known. 

We never should worry about the man who says the 
world is growing better, but frequently we should send 
for a physician for the man who says it is growing worse. 

A sense of superiority seldom goes with superiority of 
serse., 

It was dear old Josh Billings who said: “Show me a 


thoroughly contented person and I will show you a use- 


less one.’ 


\ man who is grumpy and morbid should go more into 
society. He should take occasional dips into the swim. 
It :s medicine to him, Too much self breeds dissention 
of thought and dissatisfaction of mind. 

Every man should remember that no matter how iow 
he is, some boy will imitate him 

The man who argues with a woman may show intellect 
but he certainly does not show reason or good judgment. 
Willis George Emerson says: “The good right arm of 
the bread-winner is strengthened more by an unexpected 
caress or an encouraging word trom loved ones than by all 
the roast beef in Christendom.” 

Don’t sauce the telephone girl. If our manners were as 
had in the parlor as those we use over the telephone we 


would lose all our friends 
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THE BEST WAY TO INSTALL THIS BOILER- exactly like In Fig. to is shown a diagran = ideal 
PIPING. heater, which can be suppled by anv rehable yobbru 


Editor “Domestic Engineering” | have a customer who hig. 1 shows a side-view of heater and 
wishes to attach a range-boiler to a kitchen-range on the ditference in the return and the = thow-pipe- Note how 
first floor, and run hot water to the bath-room on the sec 
ond tloor On account of the house being finished he 
wants the hot-water pipe carried under the first floor in 


’ 


the basement. This line in the basement will be about 40 


ft. long. wl | | | | 


| 
| 
Please advise me if this can be done and if so. please - 
i j } 

| 





state how the same should be installed to give the best re- | 
sults | \ | 
Lincoln. F. M. Z. / \ | 
eee / | \ | 


The sketch will show you how to install the boiler-pip 
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ing sO as to P1Ve L2ood results. The dotted lines leading to 
the sink show how hot water should be supplied to thi- 





fixture, and at the same time relieve the system at point : / 
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the return-pipe ts inserted into. the tarther than 


— ig { the flow. The principle is the same as with a_=range 
7 brought 


RANGE Bowe boiler, the cold water beiny to the bottom r! 
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marked A. Unless this pipe is taken off at this point there 
will be an air-lock formed in the piping, caused by the air 
being released from the water every time it is heated and 
accumulating at this point. The ™%-in. circulation-pipe will 


§ drawing off so much cold water 


eliminate the necessity 
at the bath-room fixtures before hot water can be drawn 
as the water will be kept in motion. Unless provision is 
made to relieve the air at point A the water at the bath- 





room fixtures will run spasmodically, due to the air trying WATER SYSTEM 











to get out of the piping. If the sink is already supplied 





with hot-water, we advise changing piping to that shown WASHERS AND ; 
KINGS WHA H 
by the dotted lines. REST ON nce dS; 
PAO OBILHm Ls { i : . 
MTT UIN & ike t+ pS OT F PENDED Vv 
+o FURNACE HEATER 15 SU 5 VUE J 
)AS JO BE ABOV!) 


AN AUXILIARY HOT-WATER JOB. = _| 4" FROM GRATES 


Fig. 2. 
Editor “Domestic Engineering” :—I have just completed 
a job which consisted of placing what 1s called by the These heaters are furnished with asbesto 
trade an auxiliary heater in a hot-air furnace, and the cast rings with set-screws in them. [The heater 1s put 
job pleases me so much [| concluded to write a tew lines position, then these rings are let down on to the radiate 
about the installation. of the furnace; by having the asbestos washer inder 
Starting with the heater, | will say that I have used a the rings good and snug around the holes drilled 


great many different kinds, but find only one which J] in the top of the radiator, a tight Joint is made so that the ‘ 
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into the house through the hot-air regis- more fatalities than attended the disgraceful jurisdictional 
ters. I have found that the heater should be placed 4 wrangle of last year 
inches above the grates to give the best satisfaction. It Still, there is some talk. Psychological theories may 
will be noticed that one pipe is inserted into the heater 7o hang so long as an unsettled argument remains an 
more than the other: this one is, of course, the return unsettled argument Human nature is human nature, 
\lways place this pipe to the front, and then when start- and men will talk. Strangely enough, the heating men 
wre fire + | ere Wi he no hack circulation have lea t to say They wit sneak is _— a —_— - neve 
In piping this system, do not favor any radiators by their voluntary contributions of opinion would add but 
taking them off on top or on a 45-deg. ell, but take them ittle to an article on the labor situation. “\What strike?” 
rin the return over the flow, which will save many a requested. 
tting see 12g g 1 . a = 1 siete . ies : 
Another less torgetiut repiied Oh, the thing's settled. 


When there is not enough head-room in basement for Tir 


e return, the pipes ot course can 


ne and circumstances have settled it People get tired 
r + 1. = " 1 rc... | ’ ago 7f tf. ald cy | " ’ ,17 ] + r _ h , ° L,. a 
; a T those 1ong-drawn-out wrangies, you kK! ; iney nave 
he placed side hb sie hut this method requires more fit- . : ; — ’ . 

a notion that if a good honest principle is at stake it 
loesn’t take long to get that principle from under cover 
and settle the matter. If months don’t do it, they begin 
to have doubts about the merits of the controversy. That 
in itself is enough to settle the disturbance but in this 


ase circumstances have been a powerful aid. Why de- 





7 


Li OW | | y { 7: ¥ | clare a strike and quit laboring when nobody wants labor? 
; i ) aw | j ; ‘ ; 2 
} it 4 " . \ Business dull? Why, say! I’m beginning to think it’s 


J / +" i. been chloroformed. You can trust these strike-promoters 
Se inset” ol to lie low for awhile. This is their dull season and they 


Fig. 3 are not courting the lime-light 


, - ° . ¥ « = = 
[he architects, however, are not so sanguine about the 


tings and time Rut in either case be sure to take all prospects Especially is this so among those whose work 
radiator connections off the sides. In case the side-by- has been mostly within the city. The long tedious wrangle 
side method is used, Fig. 3 is the best method. is naturally very fresh in their minds for, before it ran 


This system is useful in many houses where it is 1m- its course, tying up job after job that should have been 


nosible to reach a room some distance from the furnace completed before winter set in, many prospe tive clients 
vith a hot-air pipe had wholly given up the idea of building until the skies 


: ' : . cleared. Many of these have never gone ahead with thei 
\bout six weeks ago I installed one of these heaters in eared fany of th have never a their 
a house where the upper floor had never been heated. 
There were five rooms, which required 160 ft. of radiation 


\ No. 2 heater worl well that we are afraid we shall them would overrate patience as a virtue should the war- 
\ i ‘ i «(C4 AL ‘AS, NS SU ‘ i Laie ¥ r c < vv ‘ r i 


building projects, which has meant a very decided falling 
ff in the business of the architects. Pri bably none of 


have to add another radiator, as the flow and return are fare be reopened, and it requires no keen prophetic eye 
7 . » J .— * nm os , *f 

always warm when there is any fire at all in the heater to see the consequences, should they lose their patience as 

”" , - : . a chorus 

Undoubtedly there are many who will doubt this last 


paragraph, as I doubted the efficiency of the heater until 
I had seen it in operation. Of course, an expansion-pipe 


’ at 


The many skyscrapers whose foundations were laid 
7 


early last year in anticipation of the buil 
limiting the height of downtown structures, are now rap- 


ding ordinance 
and tank must be used, as in any gravity hot-water job 

| . "a9 | ’ : Tae , - ’ ac} mor ~ letion ‘i: iy > “han rec] + MOT? hice 
I hope that this will help many fellow-tradesmen to over ily approaching compietior The changed p oe al 
me some of their tro! hles is it helped me ispect they have wrought in the “Loop Wstrict 18 soon 
Glens Falls, N. \ ILend-A-Hand to be accompanied by other changes consequent upon the 


mdéving-in of tenants. Some of these changes already 
+++ 
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include firms well known to those in the heating business. 


Holabird & Roche, who designed the City Hall and 


i (‘court House buildings and the La Salle and Sherman 
By Diogenes. neg apes ang 
hotels, to mention only a few of their recent Chicago 

aAtatan 1 7 << — _ a a fo e 4...%0.4: 

‘4 . ; ° Oro ects, nave had. iT] l Wa > the Satistac itJ]i di Nu if in 
Shall sleeping dogs lie, or is some one going to shout os ) M = we ling 
“sc am , = . a home for themselves >»y May Ist they will be installe 
Cats!” and set Bedlam loose again? In other words, is mn | : | . may Nit ” : : 
; ill over the top or tourteenth floor of the Monroe build- 
the truce that now prevails between the heating and ot 


_ 


ing at the corner of Michigan avenue and Monroe street. 


plumbing ranks of labor to be permitted perfect freedom 


of growth like the woodbine and thus perhaps flourish 


1 


This splendid building is distinctively a Holabird & Roche 
creation. With its Gothic lines that carry up delightfully 


as a permanent treaty of peace, or is it a mere stroke ) | ; | 
:, “4 , from the pavement to its very roof, it 1s mpanion to 
of diplomacy that temporarily restrains an outburst of ne Uni De : - Se 
, ‘ . . the University Club butiding on the opposite rner, aiso 
the old struggle? If there has been any slight promise riage. Ml 


er : - 4 Gothic and designed by Holabird & Roche. 
that the existine entente cordiale might continue as a ; : 


permanent settlement of the controversy, the less said on Schmidt, Garden & Martin, architects, who have so long 
this subject the better. If one prefers that his boy should had their quarters in the Teutonic building on Washington 
refrain from an indulgence in fisticuffs with the boy street, are also to take advantage of the abundant light and 


7 77 ° , 


across the alley, it’s a good idea not to talk about the ir that is nowhere downtown so unrestricted as in the 
natter every time the young scalawag is within earshot. buildings on Michigan avenue. After May ist they will 
Mere conversation has precipitated many a financial panic occupy a large part of one of the floors of the Monroe 


and brought about desperate struggles with perhaps a few building. 











Business Activities Among the Wholesalers 


News of the Current Week—Both Personal and Otherwise—Among Manufacturers and 
Manufacturing Concerns Indicate Much Action of General Interest to the Trade 


PERSONAL MENTION. 


itral Supply Asso- 
ciation, Chicago, writes enthusiastically of the beauties 
of Belleair, Fla., particularly of the golf course. R. R 
Sterling, ot the Sterling & Skinner Mfg. Co., Detroit, 
Mich., has been spending a fortnight with Mr. Blatchford 
and enjoying the charms of Belleair. Frank Keeler, 
secretary of the Rockford Brass Works, Rockford, Ill. 
is soon to be numbered among the northerners who are 
seeking the sun in the south this month. Mr. Keeler is 
expected at Belleair in a week or so. 


Paul Blatchford, secretary of the Cer 
E 7 
i 


W. Gerald Hawes, manager of the tire-equipment depart- 
ment of the John Simmons Co., New York City, has just 
returned from a trip through the South and reports busi- 
ness extra good in that part of the country. Mr. Hawes 
visited the Simmons company’s Charleston (W. Va.) plant, 
where considerable improvements are being made in the 
way of installation of new machinery for the purpose of 
meeting the increasing demand for tire-equipment special- 
ties and natural gas supplies 

Louis A. Richter, of the Richter Co., Cincinnati, O., has 
just started on a midwinter automobile trip through Ohio 
calling on his company’s customers throughout the state. 


\. IF. Maxwell, of the Pittsburgh Gage & Supply Co., 
Pittsburgh, Pa., has been elected chairman of the Credit 
Exchange Bureau of the Pittsburgh Credit Men’s Asso- 
ciation. 

Lloward W. Evans, tormerly connected with the Crane 
Company, has now joined the force of the Best Manufac- 
turing Co., of Pittsburgh, as general sales manager. Mr 
Evans will have charge not only of the sales but also of 
the order and engineering departments 


Judson A. Goodrich has resigned as sales manager of 
the Central Radiator Co., Lansdale, Pa., a position he has 
occupied for the last four years. He intends to remain 
in the radiator trade but has not vet announced his plans 
for the future 


~ 
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INDICTMENTS ARE NOLLE PROSSED. 


When the government’s case was called against the thirty- 
two individual members of the sixteen companies manu- 
facturing sanitary enamel-ware, who were indicted Dec. 
6, 1910, for conspiracy in restraint of trade in violation 
of the Sherman anti-trust law, before Judge Alexis C 
Angell, in the United States District Court at Detroit, 
on Tuesday of this week, the government nolle prossed 
the indictment against W. C. Winfield, Warren, O.; J. J 
Mahoney, Chattanooga, Tenn.; Geo. W.. Franzheim, 
Wheeling, W. Va., and Bert ©. Tilden, New York. This 
action reduces the number of defendants to thirteen firms 
and twenty-four individuals The trial was then ad- 
journed because five of the defendants had not arrived 
from New York, their train being delayed. 

Attorney Robt. FE. Honeyman, of New York, was in 
charge of the defense, aided by Henry E. Bodman, of 
Detroit; \Walter Lyon, ex-Judge Carey and John Hunter, 
of Pittsburgh; Lewis Brucker, of Mansfeld, O., and At- 


torney NMeFall, of Indianapolis The government was 
represented by Edwin P. Grosvenor, special assistant to 
the attorney-general: former U. S. District Attorney 


Frank H. Watson, of Detroit: U. S. District Attorney 
: 


Arthur Tuttle and Special Agent Joseph Darling, of the 
Departm nt of} lustice. 
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THE McCORMICK MFG. CO. IN ITS NEW HOME. 


The McCormick Mfg. Co., of Dayton, O., has just 
moved into its new building on First street in that city. 
This building is a five-story structure 60 x 100 ft., of con- 
crete construction and ideally adapted to the company’s 


requirements. 


WILL MAKE HEATING APPARATUS 


lhe Kinsner Bros. Co., 7012 Wade Park, Cle ind, O., 
has been incorporated with a capital of $10,000 to manu 
acture and sell and install heating apparatus of all kinds, 
including hot-water heating svstems lhe incorporators 
are Wilham Kinsner, Christ Kinsner, Charl Kinsner, 
Llenry Steubel and Edward Kuinsnet1 

Ain al 
W. F. SCHULTHEISS CO. TO INCREASE ITS 
PLANT. 

he business W. tk. Schultheiss, San Diego, Cal., has 
been taken over bv the Walliat lk’. Schultheiss Co., re- 
cently incorporated by W. -. Schultheiss, George W. 
hishburn and Kk. Ek. Rodabaugh Phe acity of the 
plant will be increased and line of plumbers’ snecialties 
manutactured 

e+e 


TO MANUFACTURING HEATING AND SOLDER- 
ING IRONS. 


the Marvell-Carey Mtg. Co. has been given certificates 
oft incorporation by the secretary of state of Delaware 
The business of the new concern is to manutacture heating 


and soldering irons. The capital ste s announced as 
$50,000 and the incorpoerators are Roy \\ ind John §S 
Marvell, of Baltimore, and Arthur G. Pert t Washing 
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LABELLE IRON WORKS TO HAVE SAN FRAN- 
CISCO OFFICE. 


The LaBelle Tron Worl manufacturers Of pipe, ete., 
of Steubenville, O., has established an oftice in the Rialto 
building on Mission street, in San Francisco. W. A. Tay 
lor, who has been associated with the Steel Corporation 
in the oul fields for a number of vears, and who conse- 


quently is well known to the trade, has been engag 

the manager of the San Francisco branch oftic 

+++ 

GURNEY HEATER CO’S. NEW PLANT TO BE IN 
OPERATION SOON. 


rhe new plant of the (surney Heater Mfg. Co it 
South Framingham, Mass., expected to be in tull op 
eration by March Ist. The present works at Chelsea and 
Kast Boston ATé already being dismantled, and some de- 
partments of the new plant are now 1n operatio! When 
running at its full capacity. which will be th ise fron 
the Start, the new plant will employ 1 iar 
men, manv of whom are skilled workmen 

+e 


THE FEBRUARY MEETING OF THE ILLINOIS 
CHAPTER. 


The next meeting of the Illinois Chapter the A. S 
f H. & V. E., will be held on February 12th at Vogel 
sang’s on Madison street, Chicago. Dinner will be served 
at six o’clock. The subtect for discussion will be “Humid 


itv and Its Relation to Heating and Ventilating,” the data 


| ° 1 7 , 

being collected and prepared in the form ot a paper by 

L. G. Soule \ full attendance is anticipated, as this 

: ye 

discussion 1s expected to prove specially t nt 
ee 


E. W. FISHER SELLS HIS INTEREST IN COM- 
PANY BEARING HIS NAME. 


FE. W. Fisher, president of the E. W. Fisher Co., 811 
Superior Ave., N. E., Cleveland, ©., has sold his interest 
in that company and will sever his conne 1 with 
\pril 1, 1912. Mr. Fisher organized the company in 1891 


m 
+ 
= 


and has been its head ever since. The company has con 
ducted a jobbing business in plumbing and gas-fitting sup- 
plies. Mr. Fisher has not yet decided what line of work 
he will take up but he has several offers under considera- 


tion. 











Be DOMESTIC 


SPECIAL COMMITTEE OF CHICAGO ASSOCIA- 
TION OF COMMERCE WILL STUDY 
DRAINAGE SYSTEM CONDITIONS. 


ft . t { 
‘ > ¢ 1} ‘ 
. ‘ i 1] 
t te j ‘ ‘’¢ »7) 1} ) f rt 
a ( lf] ! i ry Yor? age Lil 
rie ‘ tI ('¢ { undertaken \ . | 
iZati ( | new Om is the Cor 
| 
mittee [drain d Sanitat If en | is 1 
\ iTpt) ple |’ (1) } YT} iit i- j 
and originated ! a suvvestion made at the Close fp LOT 
‘ the ( Vii Industrial C copnimittes 
|} ? ’ ’ 1) ~ ; , 
t } { t*¢ ‘) le i ( ] t \ 
| 1] weney is Nol Pied m 454 pre SCTIT We MCT SID, ANd 11 
circumstance qictate may ecome eniarved: put the round 
4 : ; 1 ‘ . a1 f +7 r 11 . 
ers ot the work, so to speak, are the TOMOWINYG, ail Of vhon 
were present at the initial meeting \. R. Barnes, Ek. ( 


kerguson, W. W. Buchanan, John M. Ewen, Dr. Henry | 
avill, J. A. Patten and Dr. A. R. Reynolds 

Ina tentative Way and mit rely to register elements otf the 
problem before the committee, it discussed various relat 
Ing conditions such as separations of solid) trom fluid 
matter, fluctuations of lake level, sources of engineer 
ing information, separation of surface trom sewage 
drainage, relation of subway construction and sewerage 
organizations of neighboring lake states for protection 
of water supply, ete The committee begins its studies of 
general and local sewerage problems by the reading ot 
certain authoritative engineering publications 

The personnel of this new Drainage and Sanitary Ett 


ciency committee promises that its conclusions when 

finally reached will be those of well informed men, un 

prejudiced by technical hobbies or political obligations 
->-s? 


CONVENTION OF THE SALES AND ENGINEER- 
ING FORCE OF THE CONSOLIDATED 
ENGINEERING CO., CHICAGO. 


[hie onvention of the sales and engineering force ot 


the Consolidated Engineering Co., Chicago, was held the 
week commencing January 29th at the Great Northern 


bi tel in this City i presentatives »] the Company Tron 


all over the country gathered in a very pleasant and most 


mnterestineg four-day Wscussion ot CnHLINeCcCTINne problem: 


and sales work That the phenomenal growth of thi- 


| ‘ +7 | 7 ° 
COMpany Nas been Cue to a we balanced aggressive sales 


] ] = } ] as ] : 
ane envinecring rorce, was demonstrated ov the calib 1 
and enthusiasm of those in attendance. Phe conventiorn 
llowine whic 


met each dav at two o'clock. fo many in 


teresting engineering and sales problems were brought up 


’ 


and thoroughly discussed 
(On Monday Otto Meltzow, of St. Louis sold to W. J 


Price, of Fargo, N. Dak.. a Van Auken system of vacuun 
heating embodying the ftloat type of valve, in competition 
with another well known make, contract for which latter 


Mr. Price purported to have in his pocket and ready for 


signature Mr. Meltzow’s extensive experience in_ the 
installation of steam heating systems, as well as eclaborat: 
tests conducted by him, carried the day after two hour~ 


: 


discussion, and Mr. Price admitted the defeat of his in 
tention to purchase the competing system. This particular 


. . } 5 ] ] . | | -4 
saie probably worked up more enthustasm on the pat 
of the sales force than the largest installation made dur 
ing the year by the company. The discussion was very 


brought Out many of the advantave- 

‘ ‘ ° ° S| _ = 1 
of both systems, and new points of interest and data whicl 
were not generally known to the selling force. 


Tuesday's session was a discussion by the engineers as 


to the proper method of handling a gravity steam job 
where the radiators in the basement were so low that th: 
location of the water-line in the boiler prohibited the 
possibility of draining them. This discussion lasted all 
afternoon and was participated in by E. N. Murphy, .\ 
H. Probst: and B. E. Van Auken, of Chicago: W. J. Price 
of Fargo, N. Dal Nir Keegan, of Indianapolis, \Ir 


Brown, of Milwaukee. Otto Meltzow, of St. Louts and Mr 
Weed, ot \ \\ Vor} 


\nother interesting discussion, which occurred on 
Thursday, was on the relative merits of the float type and 
thermostatic type of return valves lhe advantages and 
disadvantages of both were freely and thoroughly dis 


7 


cussed and some veryv interesting data were brought Out 


Fach meeting was tollowed by dinner at one of the 
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larger hotels or cates, at which nothing of a business na 
ture Was permitted to creep 1n, the entire force lending 
themselves to enjoyment of the occasion and becominy, 
better acquainted socially. The meeting culminated Thur 
day night in a banquet at the La Salle Hotel, where 

evening of clever entertainment was arranged Phose 


} 


were each given a subject upon which to speal 


and all responded in) proper vein \mong the subjects 
assigned tor discussi n were the tollowing: Al De Lanney, 


Kansas City, Mo.: “If it takes 5,000 ft. of radiation to heat 
a 10 x 12 room to 70 deg. in zero weather, how mucl 
ure will it take to produce a raise in salary in 1912-° 
kN. Murphy, Chicago: “Why is a duck’s tail short 

than a chicken’s?” Geo. A. Brown, Milwaukee, Wis.: “What 
effect will a blond mustache that strains soup in Milwauke: 
have upon the circulation of the chickens in Chicago?:” 
The talks, most of which were of a humorous nature, were 
interspersed with songs by W. J. Price, Fargo, N. Dak.. 
and T. E. Greentield, of Chicago, the latter having pre 
pared some very catchy and clever verses on the members 
present, which were sung to a popular air, all the guests 
participating in the chorus. Just before the close of the 
dinner T. J. Leonard and B. E. Van Auken, president and 
secretary, respectively, of the company, were each pre- 
sented with a handsomely engraved gold loeket as a 
memento of the occasion by the employees and representa 
tives of the Consolidated Engineering Co., the presenta- 
tion speech being made by T. G. Wade and responded to 
by Mr. Van Auken, who dwelt interestingly upon the 
erowth of the company, which he ascribed to the zeal and 
CoO operation of its employees. 
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VAN ARNAM MFG. CO. INCREASES CAPACITY OF 
ITS PLANT. 





The Van Arnam Mfg. Co., Fort Wayne, Ind., is enjoying 
the busiest period in its history at the present time. This 
company was established in 1900 and has had a _ phen- 
omenal growth, especially in the past year, during which 
period it opened more new accounts than in any previous 
year of its existence. This concern manufactures all its 
woodwork as well as brass fittings, and in order to take 
care of its increasing business an addition has recently 
heen made to its factory, the departments rearranged 
and new machinery added 

tro 
THE H. W. JOHNS-MANVILLE CO’S. PITTSBURGH 
BRANCH IN LARGER QUARTERS. 


The rapidly increasing business f the Pittsburgh 
branch of the H. W. Johns-Manville Co. has made it 
necessary to move from the former location in Liberty 
ivenue to new quarters in the building at the north-east 
corner of Wood street and First avenue, which it has 
leased for a term of years. The company will occupy 
he entire building, which is eight stories, of reinforced 
concrete and steel construction. This is one of the most 
-ubstantial structures in the down-town section of Pitts- 
burgh, and has approximately 23,800 sq. ft. of floor space 

 guenesiasliaaatiaticeaae 
MATCHLESS HEATER CO. A NEW CORPORATION. 

The increase in demand for the “Matchless” instan 
taneous water-heater, manufactured by the Barlow Com- 
pany, of Holyoke, Mass., has resulted in the forming of 
a new corporation to take over the heating department 
f the business. 

The new corporation will be known as the Matchless 
lleater Co. and will extend the business through the manu 
facture of a new heater for use in connection with tanks, 
ete. This new heater has already proved a success. 

PS. Sinclair, vice-president of the new corporation, is 
in New York looking after the installation of a number 
of “Matchless” heaters. Mr. Sinclair is an expert on 
the installation of heating apparatus, with an experience 
of twenty-tive years in this line of work 
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TRADE LITERATURE RECEIVED THIS WEEK. 


The Best Manufacturing Co., Pittsburgh, Pa., has just 
ompleted and is issuing to the trade its 1912 complete 
catalog No. 103, showing material of its own manufacture, 
and for reference purposes, such additional material not 
manufactured by it as is usually included in power-plant 
piping equipment. The company deviated in a number 
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tT OW Ys trom the usual beaten path of COompring a cata 


og, Which, in a great measure, simipimies the catalog as 
refterence-book., Phe method ot arrangemer?nt Is set 


forth completely on page “D°. The matter ot dimensions 
is carefully and completely gone into, as this section ts 
very important to both purchasing and engineering de- 


partments, The section of general engineering intorma 
tion is quite complete. and contined only to matters pet 
taining to power-plant reqwuirements 
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THE NEW WYCKOFF’S IMPROVED STEAM-PIPE 
COVERING. 


\. Wvyekoff & Son Co., I:lmira, N. Y., have just placed 
on the market a new pipe covering, which will be known 
is the new Worycekoff’s improved steam-pipe covering. 
The appearance of this covering 1s shown in the accom- 
panying illustration. In comparing this new product 
with its patent covering, which has been on the market 
a number of years, the company calls attention to the fol 


1 1 


lowing improvements: (Cypress lumber 1s used inp 


LA Ce 
of pine lumber. The dead air-space between the shells 
has been increased 50 per cent The inner shell) will 





The New Wyckoff’s Improved Steam-Pipe Covering. 


now be 2-1in. thick instead of 1-in. as before. It is con 
tidently expected that these improvements will more than 
double the life of the covering. Cypress wood is ac 
knowledged to be the most durable wood and it is af 
fected neither by wet nor dry conditions. The dead air- 
space between the shells is also considered a most valu 
able point in favor of this covering. The 2-in. shell 
makes the covering 100 per cent stronger than before 
and prevents any possible danger of collapse under heavy 
loads due to deep back fills or loads passing over it on 
the surface. A. Wyckoff & Son Co. have just issued a 
booklet illustrating and describing this new product, and 
parties interesting in pipe covering can secure this inter 
esting booklet upon application mentioning ‘Domestic 
kngineering.” 
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CATALOGS OF BATHROOM FITTINGS DESIRED. 


\n American consul, in reply to inquiries from. the 
l'nited States, writes that three firms in his district have 
expressed a desire to receive catalogs from American 
manufacturers of bathroom fittings. One of the firms also 
wishes to correspond with a view to taking up an agency 
If catalogs of American firms do not quote prices in 
English money, it would be well worth the trouble of 
converting the figures, at least those of the leading ar 
ticles, in such catalogs as are sent Catalogs of firms 
in the country in question manufacturing similar articles 
iccompanied the report and can be obtained from the 
Bureau of Manufactures, Washinetor . 
to Tile No. 8029 


ID. C.. by referring 
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“ENGINEERING AS A VOCATION.” 


Ernest McCullough, ©. E., has recently placed beitore 
the American public: a book entitled “Engineering as a 
Vocation,” which will be known as one of his best works. 
he object ot the book is to cuide parents in selecting 
wisely a career for their sons. In its presentation the 
author deals with the confusion that 1s attached to the 
vord “engineer,” as evidenced by a certain pay-roll on 
vhich the following items occurred: 

“Smith, Aaron, engineer..... eee eeee SIS per week” 
“Smith, James, assistant engineer....... 75 per week” 

\aron Smith was a colored man, unable to read or 
vrite, who ran a steam-launch which carried James Smith, 

E.. the assistant to the chief engineer, up and down 
the river, where he had charge of important improve- 


ments costing several mi ls li \li Vibe | hh 
In his most nteresting Work el] the duties ot 
thie ems 3 ~ ¢ cae 1i¢ study rScs \W » 
unt (| Orie V ie ( t paves study ¢ Weel 
9 Re il) t he ( 1} lls rr eng? til CTinme €t Ts ‘ work 
Ss written in n terest Vay, : . ished 
\ Davi Woalliam ( 4 sy Wes ith oS Vew 
York City It may r secured tor S1.00 paid. 
ithe l ( TDP aAatdy | ! } the epart 
leit Domestr lenge Cet iii Vir Vict Woh 
treat ft the subject 1s und in that he say ily 
vent and earnest men are certain t succeed it thev love 
thei work kee ) l debt, ! tcaqu { Nts 
aoe : 

Phis tormula tor success appli to every ass of men 

~—>-?> 


THE ENGINEERING DIRECTORY ISSUED THIS 
WEEK. 


Phe Engineering Directory r 19] aK prea 
ince this week and a hasty Kamina how ’ 
tully up to the standard established durin ts 10) 
of publication It 1s itther bound easures 4 ioe 
inches, contains 1.496 paves. a complete cross index. and 
thum) mdexes Lo the iHitecn ections otf the be 

this directory is so well known to the plumbing an 
heating trade that further description is) considered 
necessary lor those who have not had occasion 
former editions and who are looking tor relial 
to use in their 1912 sales campaign, we give the table 
contents, which 1s as follows 

1. Jobbers of mill supphes.—2. Jobbers of plumbing 
and heating supplies » Dealers in plumbing steam and 
mill supphes in Canada.—4 Jobbers of hardware 
Jobbers ot electrical supplies t) [uist Of 68 manta 
tures agents.—7 \Iphabetical list of manutacturers of 
plumbing, heating and mill supplies.—S. Same manuta 
turers classified according to their products.—9 aa! 
way purchasing agents.—10 Leading architects in the 
l'nited States.—1] Klectric light and power plants.—12 
Gas companies.—13 Waterworks.—1l4 Trade associa 
tions.—15. Cross index to section & 

This directory is published by the Crawford Publish 
ing Co. Chicago lt may be ordered direct or through 


“Domestic Engineering,” the price in either case being 


$5.00, sent by prepaid express 


++ 
THE TRANT CALENDAR. 
It is dithcult to evolve anything new in calendars, but 


Thomas Trant, 228-230 State St., Hartford, Conn., has 
found a way to do it that will cause many of his friend 


to remember him. gratetully Wei all know what a 
nuisance it is to want to refer to a month that has passed, 
when there is only one calendar, showing the current 
month, in sight ()n the Trant calendar, in addition to 
the month specilically presented, are given several other 
months in smaller form Thus, the January, 1912, pave 


shows December, 1911, and February, March, April and 
May of 1912, while the June page gives March, April and 
May, as well as the four months succeeding June. This 
calendar also announces the moon's changes, and in 
dicates the red-letter day s of the business world. hesicde 


calling attention in bold type to the fact that Thoma 


Trant carries plumbing, gas and heating specialties 
+o 
L. E. Scovel, 118 Pennsylvania Ave., Columbus, Kan 
is another believer in printer’s ink, judiciously applhed 
LHe sends out a neat eight-page circular, so folded that 
one page carries the address, dispensing with an en 
velope The tirst page declares the purpose of the 


folder—‘To offer suggestions to my patrons in deciding 
how and with what they will install a sanitary plumbing 
heating and ventilating system that will ensure the great 
est comfort, elegance and protection to safeguard. th 
health.” The following pages are devoted to suggestive 
illustrations from the variety of fixtures carried in sto 


‘ 
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This folder should prove a_ business-bringer for Friend 


Scovel, and his example might well be followed by maz 
a plumber whose sales would be vastly larger if people 
realized how much more comtortable they could be tf 
they shopped more at the plumber’ and less 11 


other places 
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ebruary and 14 The 2ist annual convention 
of the Ohio State Association of Master Plumbers, at 
(anton, © irt s will be at the Courtland Hotel, 
ind the conve! sessions will be held in the City Audi- 
torium Phe ers of the association are: President 
Harry S. Smith, Warre: vice-president, John F. Drees, 
Clevelans ta tre irer, . b Ellen, 2057 E. 93rd St., 
Clevelan: 

February 14 and 15, 1912.—The 18th annual convention 
f the Master Plumbers’ Association of the State of Wis- 
consin, at Oshkos! The officers of the association are 
President, Geo. IF. Reeke, Green Bay; vice-president, 
Louis Sonntag, Sheboygan; secretary, P. H. Ryan, Apple 
ton; treasurer, I’. C. Kuetemeyer, Milwaukee 

February 19, 1912.—First annual convention the Utah 
State Master Plumbers’ Association, at Salt Lake City. 
The offic rs ar President, C. J. Higson; vice-president, 
James M treasurer, Pomeroy Spencer; secretary, 
‘WwW "at S, 501 Hooper Block, Salt Lake City. 

february 20, 1912.—The annual convention of the 
Minnesota State Association of Master Plumbers, in St 
Paul. Sessions will held in the rooms of the Builders’ 
Exchange. Every master plumber in the state is invited, 
whether or not he is a member of the local or state or- 
ganization. The officers of the state association are: 
President, T. E. King, St. Paul; secretary, F. J. Spriggs, 
43 West Fourth St., St. Paul 

February 21 and 22, 1912.—The third annual convention 
of the Nebraska Master Plumbers’ Association at Lin- 
coln. The officers of the association are: President, 
Frank C. Phillips, Lincoln; vice-president, R. D. Kings- 
bury, Grand Island; treasurer, F. W. Barclay, Beatrice; 
secretary, Henry H. Kruger, 2812 Leavenworth St. 
maha. Sessions will be held in the Lincoln Hotel. 

February 28, 1912.—Winiter-meeting of the Central Sup 
ply Association, at the Hotel Sherman, Chicago. The of- 
ficers of the association are: President, Wm. Ivy, St. 
Louis: first vice-president, P. J. Frey, Minneapolis; sec- 
ond vice-president, C. V. Kellogg, Chicago; treasurer, 
Edw. F. Niedecken, Milwaukee; secretary, Paul Blatch- 
ford, 152: Tribune Bldg hicago. 

March 12 and 13, 1912.—The 19th annual convention of 
the Indiana Master Plumbers’ Association, at Evansville. 
Headquarters will be established at the New Vendome 
Hotel. The sessions of the convention will be held in the 
i PB A. Hall. There will be a meeting of the board 
directors at the hotel on March 11th. The officers are 
President, C. H. Maloney, Gary; secretary, John B. Burke, 
521 Washineton St., Gary. 

March 12 and 13, 1912.—The 24th annual convention otf 


the New York State Association of Master Plumbers in 
Troy, N. Y. The sessions will be held in the Germania 
Hall and headquarters will be established at the Rensse- 
laer Hotel. The officers of the association are: President, 
John H. Moran, Albany, N. Y.; vice-president, Frank B. 
Lasette, New York City; secretary, James H. Doody, 
Albany, N. Y.; treasurer, Chas. A. Campbell, Watertown, 
N. Y. 
Mi iy 7, 8 and 9, 1912—The seventh annual meeting of 

American Society of Inspectors of P lumbing and San- 
itary Engineers, in St. Louis, Mo. The officers of the 
society are: President, Martin Conroy, St. Paul, Minn.; 
first vice-president, John Hefferman, Houston, Tex.; sec- 
ond vice-president, Lawrence J. Lawler, Pittsburgh, Pa.; 
secretary and treasurer, Thos. J. Claffy, City Hall, Chi- 
Calo. 

May 13, 14 and 15, 
of the American Supply 


the 


1912.—-The annual triple convention 
and Machinery Manufacturers’ 
Association, the National Supply and Machinery Dealers’ 
Association and the Southern Supply and Machinery 
Dealers’ Association at Norfolk, Va. Headquarters will 
be established at the Monticello Hotel. F. D. Mitchell, 
309 Broadway, New York City, is secretary-treasurer of 
the American Supply and Machinery Manufacturers’ 
Association. 


EN 
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May 14-17, 1912.—The sixth annual convention of the 
Master Boiler Makers’ Association, at Pittsburgh, Pa 


Headquarters will be established at the Fort Pitt Hotel. 


—_ 25, 26 and 27, 1912.—The fourth annual meeting 
f the N ational District Heating Association, in Detroit, 
Mich. The officers of the association are: President, A. 
1). Spencer, Detroit, Mich.; first vice-president, Warren 
Partridge, Springfield, Ill.; second vice-president, R. D 
de Wolf, Rochester, N. Y.: third vice-president. Cad- 
wallder Evans, jr., Pittsburgh, Pa.; secretary-treasurer, 
)). | Ggaskill, Greenville, O 

July 12 and 13, 1912 [he Colorado Master Plumbers’ 

ssociation will hold its convention in Cheyenne, Wyo 
[his association includes master amaivers of Colorado, 
New Mexico, Wyoming and Utah. The president of the 
issociation is Chris. Irving, 1525 Larimer St., Denver, Colo. 

July 16, 17 and 18, 1912.—The 30th annual convention of 
the National Association of Master Plumbers, in Salt 
Lake City, Utah. The officers of the association are: 
President, Alfred C. Eynon, Canton, O.; vice-president, 
Krank J. Fee, New York City; secretary, Louis E. Deuble, 


312 N. Market St., Canton O.: treasurer. William Mce- 
Coach, Philadelphia 
<--> 
OBITUARY. 


William Baldwin Smith. 


\William Baldwin Smith, for 47 years associated with the 
firm of Braman, Dow & Co., dealers in steam and gas- 
hitting supplies, in Boston, and for the greater part of that 


time an active partner in the concern, died at his home 
in Cambridge, Mass., February 3d of heart failure. He 
had been in poor health for some time but had been able 
to attend to business until quite recently, and his death 
was unexpected. 

Mr. Smith was born in Bath, Me., Sept. 20, 1844, and 
after graduating from high school worked for a time in 
his father’s grocery store. Later he went to sea and was 


shipwrecked and returning to Boston entered the employ 
Braman, Dow & Co., where he remained continuously 
until his death. He was vice-president of the Puritan 
Trust Co., Boston, a 32d degree Mason and prominent in 
Odd Fellows and other fraternal circles. A widow, one 


Oj 


son and three daughters survive him. 

The funeral was held Monday, February 5th, at his 
home in Cambridge and the following day the body was 
taken to Bath, Me., for burial. 

Owen H. Hanratty. 

Owen H. Hanratty, who had been engaged in the 

plumbing and heating business in Springfield, I1l., for over 


10 years, died on February 
lay, January 29th, 


3d from injuries received Mon- 
when the horse he was driven became 
frightened and ran away, throwing Mr. Hanratty out of 
the wagon. Mr. Hanratty was one of the best known 
business men of Spring field, and one of the pioneers in 
the plumbing industry in central Illinois. For many years 
his ees was the leading one its kind in this 
part the state. Mr. Hanratty survived by his wife 
and four children 
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Vapor-Vacuum Heating Co., Drexel Bldg., Phila- 
Pa., reports the following contracts recently 
for its apparatus: Gray & Dormer, 1927 Colum- 
bia Ave., Philadelphia, for the residence of Louis F. Paret, 
Noble, Pa. W. H. Zimmerman, Lansdale, Pa., for 
seven houses being erected by the Old York Road De- 
velopment Co., Jenkintown, Pa. Harry Hammann, 
Martinsburg, W. Va., for the residence of Paul H. Martin, 
in that town. W. F. Sheahan, Topeka, Kans., for W. 
H. Johnson’s residence in that city. Ellison & Co., 211 
N. 126th St., New York City, in the Columbia Brass Foun- 
dry, Freeport, ee 3 G. S. Clark, Washington, D. C., 
for an apartment-house owned by Howard Etchison 
Frederick J. Woeful, New Canaan, Conn., for the residence 
of Frederick Weavers, West Chester county, N. Y. 
John A. Quinn, Frankford, Philadelphia, in the residence 
of J. M. Somerdike, Tacony, Pa. Emporia Plumbing Co.. 
Emporia, Kans., in the residence of Luther Thomas, of 
that city. 








The Week’s News Among Plumbing and Heating 
Contractors 


Reports from Different Parts of the Country Showing Much Business and Personal 
Activity in the Trade 


NEW ENGLAND NEWS. 


Massachusetts. 


Chicopee.—Lhe contract for furnishing the heating- 


pe 
plant for the addition to the Chapin school has been held 
up by the building commission. Bids were asked some 
time ago and at least three were received. According to 
Mavor Rivers, who has been at odds with the commission 
over the letting of the contract, Alfred E. Hill of Wil 
limansett was the lowest bidder and should receive the 
contract. Lhe building commission, Mayor Rivers says, 
is not willing to give Mr. Hull the contract for reasons 
which it will not make public. 


—— 


Woburn.—The city council has voted funds for install- 
ing a steam-heating system in the contagious hospital, 
which is to be used as a dormitory to relieve the con- 
gestion at the almshouse. 


Medtord—Henry R. Page, of the plumbing tirm of Pag 
& Curtin, has retired from the business, and in the future 
it will be conducted by the other partners, Andrew |. Cur- 
tin and Josiah E. Gates. The firm name of Page & Curtin 
will, hov ever, be retained. Mr. Page 1S one of the oldest 
business men in Medford, having bought the plumbing 
business ot John D. Small in May, 1882. He has recently) 
been staying in Boston, and it is expected that he will 
make his residence there. Mr. Curtin 1s a former presi- 
dent of the Association of Master Plumbers of Boston 
and Vicinity, and was chairman ot the committee on ar 
rangements tor the national convention held in Boston 
a few vears ago. 


Northampton.—LThe master plumbers ot Northampton 
held their annual banquet in the Draper Hotel on January 
17th. Every plumbing establishment in the city was rep 
resented. There were no outside speakers, but the mem 
bers had a veneral discussion of trade conditions and en 
joved a thoroughly good time. 


framingham.—Charles W. Weller has moved his plumb 
ing establishment trom Main street to High street. 


Somerville.—William Hallett, a well-known West Som- 
erville plumber, is now dashing around in a new Mitchell 
touring car. 

Brocton.—Goodridge bros.’ plumbing establishment, on 
North Main street, was damaged to the extent of about 
$1,000 by a fire which started from an explosion in an ad 
joining paint-shop a few davs ago. 


Haverhill.—The Haverhill board of health claims to 
have increased the average span of life in that city by 
52 per cent during its existence of 30 years, through ob- 
servance of the laws of sanitation, protection of the 
plumbing of the city, eradicating dangerous  surface- 
drainage and in other ways. In the annual report of the 
board for the year 1911 it is pointed out that in 1880, 
when a health board was first established, the average age 
of Haverhill people at death was 30 years and 10 months, 
while at present it is 46 years and 11 months 


New Bedford.—A new code of plumbing rules and regu- 
lations is being prepared by the board of health. A con- 
ference has already been held with the city plumbing in- 
spectors and later, before the new rules are put in opera- 
tion, there are to be conferences with both the master and 
journeymen plumbers of the city. In this way the board 
hopes to get a code that will be as near perfect and sat- 
isfactory to all concerned as it is possible to secure. 


Northampton.—W. H. Riley & Co. have been awarded 
the contract for plumbing and heating the new Pleasant 
street theater and will start the work at once. Three dif- 
ferent boilers will be used, one for hot water and the 
other two for furnishing different degrees of heat. The 
heating system is so planned that cold air will come from 
the radiators in summer and hot in winter. 


Cambridge.—James S. Cassedvy, of the firm of Higgins 


Ww Lo Ppiulblders, has gone to Camden, S Rie to oversee 
the installation of a heating and plumbing system in a 
new schoolhouse in that place. He took a crew of men 
with him to do the work. 

all Rives Nathan Miller & Sons, Ltd., is the name of 

new Massachusetts corporation that has been organized 

take over the business ot Nathan Muller, of this city 
lhe corporation proposes to do a_= general plumbing, 
teal tting, heating-pipe laving, gas-piping, machine and 
sheet-metal-working busines the capital t the cor- 
poration 1s $20,000. Mr. Miller has associated with him- 
self in the new venture his son, Nathan S. Muller, who will 
ict as treasurer, and his son, Charles B. Miller, who will 
erve as clerk. The elder Miller 1s manager of the new 
concern. 

Springfield [he city council committee on_ school- 
house repairs has approved the proposed change in the 
heating system of the Buckingham school, where steam 

to be substituted tor hot-air 

Weymouth.—George Ames, a local plumber and gas- 
fitter, has been appointed inspector of gas-littine and 


ippliances tor the Old Colony (gas | 


Lynn.—k. B. Billings, plumbing inspector for the town 
1 Nahant, was a special guest and speaker at the annual 
aanquet to the Lynn plumbers’ union held recently. Mr. 
Billings, who has been connected with the plumbing busi 


ness since he was a boy, told of the wonderful strid 
which have been made during the past years 

Pittsheld ‘| hie Perkshire blardy are Co.. plumbers and 
hardware dealers, lost heavily in a fire which destroyed 
a big business block a lew da\ avo The Rerkshire 


Hardware Co.’s loss was $4.500 


Lenox.—William B. Bull has been awarded the contract 
for the installation of plumbing and heating in a busine 
block which is being erected for John Phelan in Lee. 


Northboro.—Carl Stevens has the contract for installing 
a hot-water heating system in the David O’Connell house 
on Westboro road. 


North Adams.—The Kelsey Heater Co. has the con- 
tract for installing a new hot-air heating system in the 
Blagden house on Bulkley street, which has recently bee 1 
leased to New York parties. Three heaters will be put 
in the house and entirely new piping must be done 
throughout. 


Lowell.—Objection to the establishment of a class in 
plumbing at the industrial school, has been made by mem- 
bers of the local plumbers union. After a conference with 
the school committee the plumbers agreed to approve the 
present course with the understanding that the matter 
shall be taken up and discussed again at the close of the 
school year. 


Ludlow.—N. E. Howe, of Windsor street, employed as 
master plumber for the Ludlow Associates and having 
charge of the plumbing work in their big mills, is laid 
up with a fractured rib as the result of slipping on an 
icy side-walk a few days ago. His condition is reported 
as satisfactory 

Connecticut. 

bridgeport.—The Bridgeport trade school is after a con 
tract to build a dwelling-house, the plan being to have 
the pupils of the school do all of the work, erection, 
heating, gas-fitting, plumbing, wiring, painting, etc. The 
school plans to erect one house a year in this manner, 
taking the contract at a fair price and turning any money 
which may be made into the school 


Waterbury.—M. J. Daly & Sons, Inc., have been award- 
ed the contract for the plumbing and heating in connec- 
tion with the remodelling of the residence of George B. 
Lamb at the corner of Pine and Cliff streets. The W. 
S. Carberry Co. is installing new plumbing in the state 
armory on Phoenix avenue. It has also been awarded the 
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e pl | vo three-tamily houses fhe number of sanitary tixtures installed 1s 2.463, and the 
ldarrvy Woalletts is erectiney on Manhan street permits issued and inspections made 5,950. Mr. Daly has 
ry se steadily advocated the installation of public-comftort sta 
SO hie h the chor yourd has _ Age ; yi 
;' ' tions, and rejoices that two have been established, one at 
uit }OTIZ ‘i i thie mt i | i yi «i rit vy iit eee | ij) 4 ] r 1 ‘ : 1 rr. - 
: A , “ae” ; , ' he park and tne other at the city hall he report Ol! 
e worth Cente Noo, the money r which Was > 3 1 ss : : 
tin a. * (hief Sanitary Inspector Rk. V. Nottingham, covering the 
Norizes t a ecent f meeting ihe tOwn tds ad 4 > ge “e ' 
Ce - Yonex tural] vork ot his four assistants, Inspectors Murrah, Allen, 
P money 7a) “4 nev Hentine’g |) nt (91 Tit | ATILVILi¢ i. 11. 1 1 1 P 
‘e ani iat oy ks balkcom and Mack, details the immense amount of work 
nd this mitt V1 ye le ite! ca sy meat 
overed in his department. The chiet lMspector has per;Tr- 
| ' . } > *) ‘’ | 7 ? ¢ -= ] ‘) : . . 2 - _ ¢ 
Hartion S (;. Adams has been named = assistant sonally made 1,134 inspections and answered 1,050 calls, 
— - re tor ‘ - ot 21.200. the Lipp ntr nif and his assistants have made 190.960 Inspections, caused 
! ween i Sie meeting of the health board the abatement of 1,234 nuisances and made 146 fumiga- 
' 1 } - i. « } .  - 
eet my] ed as a plumber lacob trons of rooms and house- 
‘ ~ i 
i. ~->- > 
] ‘ "T] ft t or thre pmliwmbine nad «ar: 
dgeport.—The contract for the plumbing and drain PITTSBURGH AND VICINITY. 
vate 17 mn tion vitl the addition to the piant ae 
> i } , . i - 4 7 ‘ ‘ ‘ - ‘ 
|? lew, rt | istic kabri («. has been awarded to lhe Master Plumbers \ssociation of Pittsburgh and 
ent Tei of or Se , . 
il]. ¢ Jar Lhe yntract r the plumbing 1n icinitv will hold a banquet at the Hotel Henry on Febru- 
] ] ‘ 4] 9 ° . 7 ‘ ‘ ++ . ae ie . ‘ : ; P 2 
ey OocK a e corner of State street and Clinton ary 20th, at seven p. m., in honor of the anniversary oft 
4 , ] le La ' ' l, } iO? 41 : - ' : “ 
Cll C dolph Sherman, has been he national association It is planned to make this 
] ] ’ ‘ 1, ] > arr, svt + L,- Coen , 4 ] ¢ 4 ¢ . 5 _ . o . 4 
itn & at ! W PCnsodl | 1 IC aALITTS OOTP ht Has Avail the MMOs picasant reature ol] the kind ‘Vet conceived 


en awarde by the Pittsburgh Association. and preliminary arrange- 
ments indicate that the affair will be a SUCCeSS. \rrange- 
ments have been mad 


_ 


New Hampshire e hy the committee representing the 


hester—Christian L. Wolf, who recently resigned issociation for from 50 to 100 guests. 
inspector of plumbing when he was named for the new The principal object of this banquet, it is admitted by 
narte. Omission ty the mavor, has been reappointed some ot the members, Is to boost the membership of the 
ormer position for a period of six years. The city ocal association There are always a few stragglers, 
ent failed to confirm Mr. Wolf as a member of Who can be prevailed upon to do a thing after a lot otf 
e charter commission, and as the position ot plumbing oaxing, and atter they see what a good thing the other 
vas still open the mayor named him tor that lellow has. The Pittsburgh association is not. selfish, 
he was unanimously confirmed and wants every master plumber in the district to become 
. . | - identihed with it. The names of the speakers and the 

I \ ‘ Sanborn iretaKkel CT the Stickney 


: ’ | toastmaster have not been announced 
has been authorized to let the contracts tor the 


deline of the Stearns mansion, a part of the estate The plumbing fraternity within the Pittsburgh  cor- 
Phese contracts will include plumbing, heating, wiring and porate limits 1s very much opposed, it is asserted, to the 
ilar work and will amount in the aggregate to up intention of the Pittsburgh city council of passing an or- 
irds of $8,000. None has yet been placed. George W dinance requiring plumbers to pay for each permit. Ordi- 
+h h placed the contract tor plumb nances are being drawn for presentation to the council 

| heating and wiring the Stearns mansion on North which include a charge for building and plumbing per- 
lain street. with Orr & Rolfe mits. This is now done in the Bureau of Electricity, 
which charges contractors for work performed. These 
plumbers’ permit fees are to be based upon a sliding scale, 
Brattleboro.—J]. E. Rogers has bought the plumbing according to the information the trade now possesses, so 
stablishment of John Galvin, one of the oldest plumbing much per story being charged. Taxes in Pittsburgh are 
uses in the city. datiny back 30 vears foreman Young admitted to be high, but, under the proposed ordinances, 


~ 


Vermont. 


vill be retained in the position, which he has held tor over the builder must not only pay, taxes, but will be com- 
» demeter of a coubery. aad all of the old force will bn pelled to pay for his plumbing permit, as he is now com- 
retained. Mr. Rogers has been local agent for the Amer- pelled to pay for his permit to have electricity installed in 
an Express Co. for the past 13 vears and has been in his home He is also compelled now to file plans and 
the employ of the company in various capacities for 24 specifications of his new building, all of which costs 
ears | | money. While the contractors in their hearts are opposed 
ee ae a ee a to the proposed ordinance, it is a bill of expense which 
achat ‘f in ee en eer ee ee they will not have to stand for, but the builder will. 
een appointed superintendent of the St. Albans Plumbing 


\ lleating (¢ tom Sue eed VV. De forest Watson. who \nnouncement has been made ot the reorganization of 
“ rest position as traveling sales the Pittsburgh Lamp, Brass & Glass Co., a concern which 
man for the Walker & Pratt Mfg. Co., Boston. Mr. Her went into the hands of a receiver some months ago. The 


sev has recently been emploved about New York and has holders of the $300,000 first and the $500,000 second mort- 
had a wide experience The emplovees of the company vage bonds have agreed to an extension for five years 

ave tl retiring superintendent a surprise party at hits without any payment other than interest. Besides this 
few davs i” and presented him with a hand agreeable arrangement, holders of the $750,000 common 


‘ . , | 1 ~~ . « 1 
me traveling bag Mr. Watson had been connected and $750,000 preferred stock have loaned the company 
with the St. Albans Plumbing & Heating Co. tor 17 | 


rs sufficient money for four years to take care of current 
. . Sicmntinee ¢ | alen an menudo : — s ek oe 
Ol eetacelias Health Officer William Lindsa' \ hic an bligation and at { }T vide ample current working 


“w Sree g lpn ai atk deapiiines teuamenititenin mel = = capital | Banks which have loans aggregating about 
sRedenilistin an -Eetetaediltadis 7 $190,000 have also agreed to an extension for a three-year 
TERE bane mspe (oTIS term 
Maine. Whether Pittsburgh will secure the location of the 
Portland 1! T Waterhouse. secretat f the board lew plant of the Automatic Sprinkler Co., of America, or 
h. has issued lar urging the master plumbers vhether it will go to Akron, ©., is a matter that is like 
iid the inspector of plumbing in his work by making ly to be decided within a few days. Plans for the build- 
1. point to notit he department a day ahead of th ings have been prepared by a corps of Philadelphia arch:- 
mpletion of plumbing work so that the inspector may tects. Options on sites in both places have been procured, 
be able to answer calls promptly and not delay worl and an extra effort is being made by the Industrial De 
Maachias.—The partnershy existing between kernest velopment Commission of Pittsburgh to get the COMMPany 
Crane and F. P. Gilson has been dissolved, Mr. Cran: to build its new branch here. 
having purchased Mr. Gilson’s interests in the hardwar \t a cost of about $10,000 the MecGinniss-Smith Co., of 
and plumbing branches of the business conducted by the this citv, has been awarded the contract for installing the 
rm, and Mr. Gilson taking over the automobile depart heating and ventilating system in the new First Paptist 
nent hurch which is being erected in Bellefield. Additiona! 
+o contracts for similar work have been secured by this 


} 
|- 


Macon, Ga The annual report ot Plumbing Inspector OmMmMpany rom the Pittsburgh ¢ lay Pot Co., on the nortl 
Francis X. Daly shows husyv vear in his department side, and the new Dormont public school building 
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Plumbing and heating contracts have been awarded by be installed in the new $100,000 Y. AI. ¢ \. building a 
the Pittsburgh & Lake Erie Railroad Co. for its new sta- Vew Castle. There was some spirited activity to secure 
tion at New Castle Junction, Pa. H. Kk. Dunlap, of New this contract, which is one of the best T warded 
Castle, got the plumbing work tor this improvement, trom the western Pennsylvania territory ¢ Pittsburgh 
: ] be ‘ . l- . ] " ,¢ ir { } ae | clayry } ’ the *] 1f ~ 
While the heating and ventilating job went to the [red- neern during the current sea 
‘TiC 4 e ps ae le: ' «3 (> it @ : st] ? 1] ctiot 1 \ 
erick Webster Heating Co., of New Castle Junction With pital stock of $75,000 . | a6 
- 1 . ; 1) ¢ hy frastenan ¢hea Lap trv , Vey lary te ys ‘ thy, 
ne of the smaller contracts let during the week was clates Nave formed the Wector Gras ha ; . as 
1 . . a? ,7 c +? ~~ TCVRK } le } ; error, ‘ all = ‘ ; 1, ] a } ‘ + | . 
that awarded by the Ferguson Estate to the MeGinniss- ey, ane I PUSSIOIS a iat oN Pose ed im the 
. ; . : ™ : : ; LA) haoaales \ \ } ; | ] ' . + | ' ' 
Smith Co., tor the heating and ventilating in a= store Wheeling (W. \ stTIET 5 Cla Y Npany 
° ° ° % ‘ ¢ | t +] Oy }? ] »>?? = ? | ) ] ~ Ihe 
building now in course of erection et Ne patent WG | 
md 6twain 
The Barlett-Kennedy Co, has secured a_ contract oo 


worth in the netgehborhood of $3.000 for the installation of 


: ; ° . : ‘ + ~ re<e Py w iy ITS 
a heating system in a building being erected on South NEW BUSINESS VENTURES. 
Negley avenue by C. C. McKelvey. 


Joseph A. Weldon, of the well-known plumbing firm Hannibal. Mo ohn T. Hanahan has recently one 





of \\ eldon w& Kelly, of Wood SLT eet. has bee nN al busy 7 yl} nbwa:e shop 1 + | { burtdin r a thy, rile? t i han hy 
man these days. He has been active in the affairs of the and Market streets 
Manutacturers and Contractors’ Club, which gave a ban- ‘a 
. . rT ¢ ° ’ | " } ‘ ‘ 
quet at the Ft. Pitt Hotel on Tuesday evening, January sd aches “A recent a 
oo e : ‘ 4 7 ; 1] l~ ( t\ ~ it] ( Wess ( | 
23d, and he was in charge of the tickets. Ss , thd : 
Minn., who has located at 147 Sumn ~ 
The volume of new plumbing and_ heating contracts \I a - 4 : 
' wer : . 3 Mason City, ta W. Hi. boyd has purel ed the an 
afloat in the Pittsburgh district is not large just now, Rata aes ’ : , ai ne 
st of Is partner in the plumbing tirn tf bovd « 
although the plumbing fraternity as a unit is rather busy nhely aa pit haat : | \1 : 
ry : . 4 ; ™ haf ( } ct \ | Qndc11¢c 7 ? 1 itl} rsa ; 
This is caused by so many small jobs being on the order res aia ake " 
ko 4 | . . ; iS considerimye locatin n | { Core 
book, incident to the recent severe cold wave. 
' - : 7 Lane AST q Pa Phe She Vii La \ Sup] ‘ . \ 1 
Iniormation has been received here that the plans and \ a ) hy : he : 
7 : . ) on Tt st vive up the manutacturine part of its <1 
specifications for the heating and plumbing of the new _ 1. "i : | * 
. . . :; ness nicih mci Ss Ul MAKING iy ro lela ; 
high school to be built at East Palestine. O.. 40 miles ov akin as s ‘tes Papi ' 
- . . . Ornices ina iii Wis mieta 1 « Litie li« 11 t 
west of here, will be ready for the trade February 20th. ' " ba hin wie ager icwe: in ) bi 
. 4h a , Its ecnereies to le JOUODING Kl of its trade lis once»rn , 
Howard & Merriam, Capitol Trust building, Columbus, , ; 1: “ai, ¢ 
ne " 4 : . handles Suppites Tor piltlmibers, steam ETeTS,. tinne;rs. meta! 4 
()., are the architects and will give out the specifications 1 _ ; 
workers, mills, and machinery. It also ha pole ind : 
Some plumbing and heating contracts let in this district radiators Discontinuinge the manufacturing departments 
recently are as follows will add much space to its display-rooms. I[t will remain . 


. s —_ at the present location, Christian and Marion street 
S. k. Hopper, Crafton, Pa., will do the heating and | , 
plumbing work on the $5,000 Barney Bannon residence — 
at Crafton. : 
| ) NEW CORPORATIONS. ; 
fred Mertins will do the plumbing in the new James \ 
Richie home. | 


Moss & Blakley have just closed two plumbing con The incorporation of the following concerns has been 
tracts. One is for two residences being built by Roger recently reported in New York City 
Culver at Carrick, and the other is the work on a $4,000 lacoby & Salovin, 3194 Webster Ave Phe 
residence for A. E. Bicht. A. P. Miller will do the heat . 
ing work in the Culver contract, while on the Bicht job 
the heating will be done by Hahn Bros. 


of the tirm are Herman Jacoby, Morris Salovin and Sie 
mund Alexander, and they intend to carry on a plumbin 
business 


4 he 4 ia : ) on or 2 — ’ Te oe ae = ; . , . 77 
hose Knoxville Plumbing & Heating Co. ha _ been The Foley Plumbing & Heating Co., 1078 Nelson Ave 

a. - plumbing in the $2,500 residence at Carrick Incorporated bv John J. Foley, A. Foley and Wm. B 

\ _V. Muselin. with capital of $2,500, to do plumbing and heati 


C. I. Krugh has been awarded the heating contract in (;sough Mie. Co... 213 S. 22d St Wm. hk. Gough, Geo : 
two residences being erected by I \W. Shaffer, of Wex \\ te 


} (;sreene and Leonard Black. have 
ford. 


deal in plumbing supplies. The capital 1s given as $2,500 


Marx Bros., of Avalon, Pa., a suburb of this city, have The Consumers’ Plumbine Sunplie: 
been awarded the plumbing work in a duplex house being of John hellan, Chas. A. Burr, and Herbert ©. Sp 
built at Bellevue by George Zortman, of this city. ind they announce their capital 


Pia 2, 03 


S10.000 


The Cambria Heating & Plumbing Co., of Johnstown \ new Albany. N. Y.. concern is to be known as Jan 
Pa., has been awarded the plumbing work in the $10,000 1) Walsh’s Sons. Inc. It will carry on a general plumb 
store building being erected at Clover by the Clover ine business. with $20.000 capital. and 1s composed of M 


Lae SO. K. Walsh, M. C. Walsh, and James D. Walsl 
The Board of Directors of the Dormony Pittsburgh 
school district has awarded to the Bartlett-Kennedy Co., 
of this city, the contract of installing a heating and ven Savannah. Ga lames TT. VIahany vho | 
tilatinge system in the new Hiulldale avenue school build appointed plumbing inspector to succeed \. Robider. 1 


i 


ing. charge of the office on January 20t] 

lfeating, ventilating and plumbing specifications of the Waco. Tex—This citv is takin na Nev e of 
new [. O. O. F. building, which is to be built by Glen and making a strong bid for better health. as 1s show: 
l_odge, l cs Gs Ie. in Hlazelwood, this city, have heen the passave recently of the follow iT) ordinan ‘ 
reserved for the time being. The building will be three declared to be unlawful for any person to use any gu 
stories in height, and plans have been prepared by Archi of the city of Waco except for the purpose of carrying off 
tect W. W. Walliams, of the Magee building. the natural surface water, and any person who shall U 

Local plumbing and heatine contractors are interested or he instrumental n eee ik EIEHEer as prim pal mi 
‘nthe information coming from Sebring, O., just west of ne Ts Se cee: | eee See were 
here, where an $8,000 building will be erected for the source tO low Into any su , cutter im sul lent quantity 
Sebring Athletic Association. The plans include specifi oo awe Se gent: et or ee ee meee ar? 
cations for private baths, toilets, and a hot-water heating COME DOEZY OF COPECHONSHE In any way whatsoevel , 
system. pe aeemedq sul US OT creating and maintaming a ! uls ince, 
and on conviction fined in any sum not | than $5 ! 

The MeGinnis-Smith Co.. of this citv. has just been more than S50, and each day that the ime continues shall ‘ 


awarded the contract for the heating svstem which 1s to constitute a separate offense 








Pacific Coast Trade Review 


Improvement in Business Conditions of the Plumbing and Heating Trade is Assured— 
Business and Personal News of Interest from Different Cities 


San Francisco 


eneraliy I Lile Coast 

ports show that it 1s better 
tor the opening weeks ot the year. It 
is now detinitely kn n that the profits in the heating and 
iness for 1911 were considerably ahead ot! 

10, and in view ot the tact that 1911 was con 

ear, dealers have good reason to teel op 

futut While things are slo vetting 
ling line, there is no doubt whatever 
rings thie latest, San francisco will be the 

Cl mu activity in both public and private con 
lhe local architects report that they 

new work on the boards, mor: 

it and apartment buildings, and that witl 

season has actually begun lhe new 

he ofticials elected to office with him are rap 

riheé rope nd have announced that the 

ntemplated public work as tast as possi 

now been practically decided that the new 
be erected on the site of the old city hall, 
lecision will mean that work will not be delaved 

nt of having to secure a new sit In the coun 
districts ther tlhe new building going on by rea- 
no: the rainy season except in the San Joaquin Val 
ley, the rains this yvear are coming plentifully and at just 
rhe right intervals Ti allow for the best benefit to the 
nless there are unusual floods in the spring, or 
ther unexpected setbacks, the coming summer will be a 
st pitious one for the ranchers, and this means a 


+ +} Lissal ; cy a a 
() i¢ OUMNaGIN:E TAGES 


it < 
t eons 7 look now a it much of the big cOonstrus 
hat has long been expected here will be com 
ences tS. SOOT) hie board of supery ISOT> h .. de- 
ided that the bond issue of $8,600,000 for the new city 
a ni ivic center, and the $5,000,000 bonds voted by 
the city for the construction of the Fair, shall bear an 
nterest rate f five per cent. This rate 1s higher than 


e think necessary, but the supervisors felt that this 
rate would more than be justitied in view of the stimulus 


cive to the sale of the bonds, and in the saving 
f premiums. The mayer has named the board of archi- 
t itv hall to decide upon which are the best 


plans to be used. The board will be ready to report on 

March 29th, the day after the bond-issue election. City 

Ineineer Marsden Manson has already submitted a pre- 
. = +1, ‘ 


nat eport on e city hall, with estimates of space- 
equ r¢ nents et 
Ma Donald \ ippiegarth, local architects, are fTre- 


sponsible for the statement that San Francisco may soon 
project said to be 1n 


have a 26-storyv office-building, 

contemplation by local capitalists. No plans for this 

building have yet been ordered, however. The same firm 
f preparing plans for a $400,000 apart- 


T archit cTs 3s 
he erected on California street hill, and a 


, 
ment-nouse 


$200,000 hotel building to be built on the property of 
(harles Crocker on Stockton street, between Sutter and 
Post streets This latter building will be from 10 to 15 


tories in height, and the plans will soon be ready for 
guring 

There also persistent talk to the effect that the pro- 
to the St. Francis Hotel, to be 10 stories in 


p' sed annex 
height, and to cost $750,000, will be commenced before 
long. The architects, Bliss & Faville, are now preparing 
the working drawings and they have been instructed to 
secure estimates on the work. As for actual present con- 
ditions in the heating and plumbing business, there is but 
little doing in the way of new work. A spell of fair weath- 
er has set in now, and should weather conditions con- 
tinue tavorable, some of the big work may be commenced 
very early in the spring. As a result of the recent dis- 
solution of the plumbing trust, so-called, on the Coast, 
numerous smaller dealers are figuring on handling plumb- 
new concerns are being started here, as the field is al- 
ready pretty well crowded. 

The W. S. Ray Mfg. Co., manufacturers and importers 


ing supplies to a greater extent than formerly. Few 


QO] oves, ranves, meta Wares, piumlbIng suppiles, etc., 
now Na a handsome new establishment at 216-218-220 


Market St., in addition to its manufacturing plant in the 
Mission district and its offices at 26-28 Steuart St. It is 
the purpose of this firm to go into the plumbing supply 
business more heavily than heretofore, but this does not 
mean that it will be less active in the other departments. 
Since its establishment in 1872, this concern has been 
constantly branching out until now it includes under one 
management one of the largest businesses of its kind on 
Coast. The new store on Market street is principally 
dias | large sample-house. (he entire  base- 
ment is devoted to hotel and marine equipment, the 
latter being an important feature; the first floor to the 
GGlenwood tine of stoves, furnaces and heaters; and the 
nd tloor to metal wares, enameled-ware, galvanized- 
“A | In recent years this firm has been having a 
rowing trade with the islands of the Pacific and the 


ect 


(Orient 

\lexander Coleman has been awarded the plumbing and 
vastittine work tor the Terminal Ilotel building on Mar- 
ket street, amounting to $1,075.45 

The Lindgren Co., San Francisco, general contractors 
for the new Industrial Arts Building at Berkeley, Cal., has 
just called for bids for the plumbing, heating, ventilating 
ind other work on the structure 

The purchasing department of the George H. Tay Co., 
617 Mission St., has been removed from the Mission street 
establishment to the warehouse at 19th and Minnesota 
streets 

H. W. Finch, San Francisco, manager for the J. M. 
Kohler Sons Co., is in Los Angeles this week. On his re- 
turn next week he will go north . 

Willard ¢ (hamberlain, Pacific Coast agent for the 
Standard Sanitary Mfg. Co., returned last week from his 
trip to the tactories in the East, but 1s now absent from 
the city on a short trip to Los Angeles. H. L. Allison, 
special representative of the Standard Sanitary Mfg. Co., 
will leave for Portland and the North next week. 


Elsewhere on the Coast. 


Los Angeles.—Blumve & Jay have been awarded the 
contract for furnishing and installing the complete plumb- 
ing and heating equipment of the building at the corner 
of Thomas and Third streets, Pomona, Cal. Amount, 
$1,176 

Petaluma, Cal.—The American Stables building on 
Kentucky St. is to be remodeled and when the alterations 
are, completed an up-to-date hardware and plumbing store 
will be opened by the A. Tomasini Hardware Co. 


Sparks, Nev.—A. J. Boast, a well known plumber, has 


in his business to Lee Allard, and here- 


old an interest 
susiness under the name of Boast 


after the firm will do 
& Allard. 

Los <Angeles,—Contracts in connection with the 
Myer Siegel & Co., at 443-445 South 
Broadway, have been let: For furnishing and installing 
steam-heating system, to D. C. Armburst for $1,242; and 
for all plumbing work to Lohman Bros., for $1,350. 

San Diego, Cal.—The city council will receive bids until 
February 26th for the purchase of a franchise granting 
the right of laying steam-pipes in the public streets, said 
pipes designed for heating purposes along Arctic street 
from D to E streets, and along certain other streets. On 
January 15th the city council granted the petition of the 
United Fuel & Wood Co. for a franchise to construct and 
maintain such steam-conduits for heating residences and 
business houses on certain streets. 

Fallon, Nev.—The city council has let a contract to 
the I. H. Kent Co. for materials for a sewer system which 
will be installed under the direction of the city engineer. 
The city has also decided to build a water-supply system, 
and the contract for the municipal plant has been let to 
the Western Engineering & Water Works Supply Co., of 
Oakland, Cal., for over $33,000. 


building owned by 
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PeESIDENE MMM Heron prOGEESNTHE THE METAL MARKET 
in San Irancisco is rank J 


Klimm mn additicn to the pressure of his’ personal PIPE WORKS BUYING IRON. 


on See - — 
(one 11S1CS] nen 





business, having contracts amounting to more than $200, 
000 in hi; s now president of the local association Several of the pipe foundries wan 
of master plumbers. which position he has held for the Nave averessivelyv entered the n arket durino ¢ “7 , ee 
past SIX Vea.rs, president ot the state association: member and purchased iron treely tor for ward elivery | i - 
of the Board of Directors of the national association southern markets the buvine of Cas aiaiiaiiliatt | on, nian “ 
member of the board of health, reorganizing the board to supply this demand Three furnac: : WF 
with new members, and officer in a number of fraternal as have been blown. with the probabilit eo a 1 
sociations. Some plumbers think they have no time to furnace goine out in the ne ai | spinnin 
read, but Mr. Klimm finds time for that too. In a re there is a fair demand, thi tw of Chi | : 
cent letter 1 “Domest Eneineering”’ he says pened bids tor 30.000 tor e G : 
| deeply appreciate the very great value of your paper purchasing 20.000 tons 2 Re Pa | ee ee : 
and particularly the cartoons, which you are furnishins f iron has been chieflv confined t¢. ) saesidiie ~ 
from time to time, which go a long wavy to editying the New Eneland and New Tet sl 7 | a 
cratt Your recent cartoon of “The Basement Plumber’ made by a large electrical manufa ! | 
will no doubt have a tendency to make many in our cratt onsiderabl tonnage of reo} fer ry «6t | 
reflect over the conditions of their business, and the r Quotations are as follow 
sults should be most beneticial No. 2 Southern | undryvy PB ley STO On 
The Master Plumbers \ssociation ot San lrancisco 1s NO | Nortl eTti foundry Yeu Voor] rT On 
in a healthier condition than it has been for some time No. 2 X Foundry New Yorl 1 
past There is a better feeling of harmony, notwit! No. 2 Plain Northern Foundry New York. 14.50 to $1475 
standing the fact that the business conditions generally 1 No. 2 Northern Foundry Chicac On — 
San Francisco have been most demoralizing, and in the Pa 
vear 1912 I do not estimate that there will be any great . : ee — 
rush in our line. The building of the Panama-Pacific Ex HEAVY EXPORTS OF COPPER. 
position will, no doubt, result in some additional plumbing 
Bit ‘ I Ppel (il | LTitda T \ LCre irve. 
dmounting to apout 33,000 ton foreign consumers have 
7 purchased treely and all over domestic buyine has been 
with very little effo Phere | een a goodly quantity 


he delivery durine March and April 


>] COpPpel sold Toor 7 
hie New neland nNrass foundries are worl ino with het- 


: : i 
fer capacity than betore in months. The wire industry 
Is not anywhere near active a 1f houl 1s 
improved decidedly compared with year ago rice 
show no change, Lake selling at 14.50 cents and Elee 
trolwty if 14.95 cents 
>-? 
PIG TIN. 

The London market advanced rather rapidly on the 
ibsence of supplies from the far East and in New York. 
Chis advance was immediately followed by one of slightly 


more magnitude in New York. and tin sold at 43.75 cents. 
The tin-plate mills in and around the Pittsburgh district 
have heen using large quantities of tin, and thi ha kept 
the New York market bare of supplies 





->-?> 


Frank J. Klimm, San Francisco. LEAD. 








The American Smelting & Kefining Co. cut tl O 
shipment lead 20 points, and lead in 50-ton lots is now sell- 
work for this city, but with the opening of the Cana! ing at 4.25 cents New York and 4.17% cents St. Lous 
generally, the city of San Francisco will go onward and ++? 
upward, and in the course of the next 10 or 15 years she SPELTER. 
will number with your very largest and oldest cities of 





the Fast. = | ce \ quickening in the demand is noted especially in the 
The San Francisco Association 1s about to let con- middle West from galvanizing works. Prices are steady 
tracts in the sum of $45,000 for an apartment-house build- and firm at 6.55 cents New York and 6.40 cents St. Lous 


- i 


ing to be erected on its lot, 60 x 107% ft., on the north- 
west corner of Page and Gough streets. There will be 
on the first floor three apartments; secretary’s office; 
board of directors’ meeting-room; ladies’ and gentlemen's 
waiting-room and our own large hall, which will be 40 x 


toe 
OLD IRON. 


am ' | Se ee ) _ 
lhe demand shows a marked falling off compared with 


70. The second and third floors will have nine apartments that of a month ago. Dealers’ quotation per gross ton are 
each: the basement will be used as a banquet-hall. The as follows: 
exterior will be of cream buff brick. No. 1 Yard wrought long $10.50 

The state association is growing continuously; now No. 1 Yard wrought short 9.25 t $9.75 
we number in membership 674. We attempted to get a Heavy melting steel scrap 9.25 t 9.75 
state plumbing law in January, 1909, and again in 1911. |] Machinery cast .. 11.00 1 11.50 
was successful in having the bill passed at both sessions Wrought pipes and tubes 9.25 to 9.50 


of the legislature, but when it came to the governor's Malleabl castings 9.00 Te 9.50 
signing the bill, it was pocketed for the reason that it Wrought turnings 6.50 to 6.75 


called for 2 commission, both governors being opposed Cast borings 6.00 ¢ 6.50 
to the formation of any further commissions in this state. Stove plat 8.75 te 9.00 
We will, however, again try at the next meeting of the Light iron 00 1.50 


legislature and I am quite positive that a good deal of — ooo — | . 
legislation will be passed or submitted, which should be Portland, Ore.—Articles of incorporation have been filed 
most beneficial to the Master Plumbers’ Association of for the Portland Hvydro-Carbon Burner & Stove Co., 
this state. capital stock, $150,000 





ldy) DOMESTIC ENGINEERING -ol, LVITI, No. 6. 





: . : + 4 
1.014.296. Ste: Hleatiny Svsten kdward Ek. Gold, 
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ause the admission of steam in unrestricted quantity and 


« ; 7 
maintenance of pressure in the system, and in another 
: n ) use the admission of steam in restricted 
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( ections each connected bv a solid crosswise bar. atmospheric pressure, a Non automatic admission valve, 


pric mnectiion vetween said sections at their upper and a single means for operating both said discharge 
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Dh SEES SECHONE, SRE POLS CAFES Se SES HERE AND THERE IN THE PLUMBING TRADE. 


Piaintield, N. J.—Arthur Robinson and JB. Bohl have 
tormed a partnership to do a general plumbing business, 
and have already a good contract on hand trom J. Schiff, 
of West Third street. 

Knoxville, Tenn.—James C. McLaughlin has secured 
plumbing contracts for new hotels in Savannah and Ma- 
con, Ga., amounting to about $100,000. He intends if 
possible to use Knoxville men on both jobs. 

Hartford, Ind.—Swartz & Liniger have the contract for 
remodeling the plumbing in the old Ingram hotel, recently 
purchased by a Fort Wayne capitalist. The entire heat- 
Ing s<Vstem wil] also he overhauled, and five bath-rooms 
added. The remodeled hotel will be known as the Hart- 
tord. 

Waterloo, ta—G. W. Mackey, tormerly employed by 
Geo.,W. Krush, who is now retiring from business, has 
decided to open an establishment for himself. He will be 
located at the corner of Fourth and Bluff streets. 

Mendota, Ill \ recent addition to the plumbing fra 
ternity of this citv is the new tirm of H. O’Meara & Co 
\Ir. O’Meara is experienced in his line and was formerly 
in husiness in Earlville, [1 








iar aighae Mesa ww lltal . Fowden, Chester, Pa. In Thief River Falls, Minn.—Frank Robins, of St. Clair, 

me character stated, a casing Naving an iniet Minn., has looked the ground over and concluded to close 

i partition in said casing having a plurality his plumbing establishment in the latter place and open 

herein, and a valve In said casing consisting ol in Thief River Falls Vir. Robins has the contract for 

Cy pen at one end and closed at the other, said the plumbing, heating and wiring in the new Provencher 
viinder having a port therein provided with an irregular hotel. 

hapec wall at one side thereot, whereby a port of su Rochester, Minn.—Ired J. Sehl and Frank I. Yost, whe 

SIVET ryime wi tructed area is tormed, which has have been tn partnership under the firm name of Sehl & 

widest and narrowest portions at cach extremity there- Yost. have terminated their partnership. The plumbing 


transverse area of said port being increased suc business at 6 S. Broadway will be conducted by Mr. Yost 
ely step by step trom end to end thereof and said \berdeen, S. D.—The Kelley Plumbing & Heating Co., 

e having reinforcing rib extending across said port composed of L. W. Kellev and Carl Risager. has been dis- 
1,014,052. Thermostatic Dratt-Regulator. James H. At- solved, and is succeeded by L. W. Kelley, who will carry 


' ry. itehtield. 11] In a thermostatic dratt reeulator., on the business individually 


the combination with a heater having a draft opening la Porte Citv. la—H. P. North and Chas. Betts have 

herein, of a member capable of being bodily distorted by formed a partnership and will do general plumbing, fur 

the action of heat radiating from the heater, means for nace, steam-fitting and heavy tin work. They are located 

ecuring one end of said member, a damper secured to in the Lonaker building. 

he free end of said member and arranged to open or Canton, O.—A movement has heen started for the con- 
ise the draft opening in the heater, and means for bod struction of an underground comfort-station in one of the 

ilv shitting said member, carrying the damper. relative down-town corners. The movement is backed bv _ the 


the heat zone of the heater, for the purposes stated Canton Business Men's Association 











